


£ 
? 
, 
' 











Wig nt ret 








— 
EE 


- TERMS: — 
The Principta 


Published Weekly, for the Prixcurta AssoClATION 
it No 104 Willis Strect, near Joba St. 


GooveLu, 





Rev, Wiitsa t Editors 
Gino Cuenver, D. D. | 
! \ Lunes, Publisher. 
Tauwa: ‘Iwo Dollars a year, in advance, 


" 


lwo doll 


if plyment be delayed 
ix mm yuth: . 

pitty | nts aycarin addition for the paper deliver- 
iby carrier within Brooklya or New York. 
\pyerrisements.—Ten cents a line for each inser- 
»avable in advance, 


| ty « 


e 


. gee riisements amounting to 
$),00 20 per cent discount. 
with) 30 6s ” 
«40.00 40 = se 
00 and u wards, 50 - ek 
‘ \l religious and other notices will be 
hicks a line for each insertion. 
pg t to Rev. Wittiam Goopsiy Editor, 
, ff) WautaMs, must be superscribed with 
‘ ?. - S|, or we shall be subjected to 
ae shonid be made payable to 
\ . rT 


ines ter,’ and all remittances and 
} WALES is directed to 
‘J. W. Avpen, Publisher, 
Box 4381, New-York.’’ 








— 


y OF GOD EN OUR CHAS- 
TISEMENTS. 


UNTO 


ney Shae he 


prt, gar 
ghiks ans 


* IP PGMENT RIGUTEOUSNESS THE 


NDITION OF OUR SALVATION, 
since 

jarse delivered on Thanksgiving 
Chu Puritans, by Rew: Dr. 
Psalm 04: 12-15. * Blessed is the man 
Hou sest, O Lord. and teachest him 
that ut mayst give him rest 
vive) ty, unt 1 the pit be dig- 
For the Lord will not cast 
wither will he forsake his inheri- 
DGMENT SUALL RETURN UNTO RIGHT- 
pright in heart shall follow 


\t ‘ & cbakh Laat Mab 


+} 


luded 


-ILTY OF INE PLEDGE OF NON-INTERFERENCE. 


r the declared ends of government, 
rine of non-interference for 


highest 
what end 


the deliver- 
laved is the 
t God. F 


1 commissi 


audacity of 
was govern- 
med of God with 
sword, but on purpose to inter. 
and protect the 
rocious cruelty? It 


ViCKCURCSS, 


y yimont 
~ vernument t 


o interfere, 
ir down the weak, there 
1 beat down the op 
luty under heaven 
is to prevent and 

WAS into property. 
wunot interfere ; it 
right of stealing 
State richt, an inalienable re- 


tv, and we can- 


‘A 


or prohibit it, 

‘ere with it, 
» noted that it 
nm put in- 
1 that party 
be the party of free- 


that profession, 


| 











Eee 


———— 




















@ 





he JJrinctpia. 






































RETRIBUTIVE PROVIDENCE OF GOD. 


Thus it is, that in the inscrutable retributive 
working of God’s righteous providence, the un- 
hallowed, unrighteous pledge of non-interference 
against slavery used to secure tho election of a 
Republican President, has proved the one grand 
means of strengthening the rebellion, and the 
one grand obstacle to our success in tho war. 
In the page of history there is no more remark- 
able instance of a righteous providential retalia- 
tion. You refused to do justice to the enslaved, 
you would not interfere to deliver the oppressed 
out of the hand of the oppressor, you pledged 
yourselves not to interfere, and the fulfilment of 
that pledge is your own inevitable ruin. 
would not be faithful to that which is another 


You 
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», to forbid such 


ike it forever impossible, by 
Constitution itself. This climax 
mniaty } : , , 
mpiety having been reached, thls pledge of 


ken by the President and the 
it brought him into power, God immed- 
\t his word, and the party and 
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with him. 
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God plunged the country, 

‘rime of slavery, into this bottom- 

n and war, and that done, he left us 

her we could work ourselves out of 
ery hy non-interference, 

\c has left us to discover that it was pre- 

ely that wicked pledge of non-interference, 

, thus far, has proved our ruin. For had it 


not been for that determination not to interfere 
With slavery, we 


that 


should, at the very outset, have 
Struck at the heart of the rebellion, and killed it. 


resid Seas. ‘ 
President Lincoln, and the Government, and 
til Th pro-slavery 


re 


generals, and the army under 
them, adhered obstinately to that plank in the 
platform, although, in so doing, after the rebel- 





man’s, and now God has made that very unfaith. 
fulness the cause and reason for your failing to 
get possession of that which was your own. 

We have professed an inability to redress this 
wrong, because we have pretended that it would 
have been a violation of the Constitution to at- 
tempt any such redress, and the act of 
justice would have been attended with greater 
evils than the continued permission of the injus 
tice ; as if there could be possibly a greater evil 
or train of evils, in any society, or under any gov- 
ernment on earth, than the perpetuated enslave- 
ment of a race of millions. To the immeasurable 
injury of millions, perdition of body and soul, to 
the ruin of the oppressors as well as the oppres- 
sed, we have continued this dreadful system, 
when we might have put it away at a blow, rath- 
er than incur for ourselves the least prognosti- 
cated inconvenience. The phantasma of the res- 
ignation of our pro-slavery generals, the chimera 
of unsettled loyalty in the Border States, the peril 
of the wrath of Kentucky, and of rebellion in the 
Democratic party, are held to be sufficient reas- 
ons for withholding the common rights of hu- 
manity from a whole race, whom we still retain 
in bondage. Another generation of slaves in 
bondage was an evil not worth considering, in 
comparison with the exaggerated cost, to our- 
selves, of the effort for their immediate 


mancipa- | 
tion. 


We could contemplate, without horror, the 
sanction and sustaining of this iniquity, but the 
resolution to renounce and abolish it 
dreadful to be endured. 


was tou 


BUT GOD WILL NOT ENDURE THE INIQUITY. 


One human being, laid beneath an empire, will 

















reck it to its foundations, when the appointed 
time of justice comes. An ounco of gunpowder 
in the heart ofa mountain of adamant, may be 

kept quiet so long as you can keep it in dark- | 
ness, from the touch of flint or fire. But give it | 
freedom, let it explode, and the strength of the | 
mountain is shattered. You cannot build upon | 
injustice, and go onand multiply your stories and | 
adornments, and inhabitants, and think, because 





you have piled so many interests upon that in- 


iquity, that they are safe, notwithstanding the 
crime. An explosive train reaches, a train ol 


groans and expostulations, and insulted humani- 


ties, and crushed and bleeding intuitions and 
truths, from the secret of that buried iniquity up 
to God's throne; and the moment God arises to 
judgment, and touches the train, the building is 
blown into the air. The mountain rocked, and | 
there was a volcano, every time the buried giant 
turned upon his side ; but when God says, Arise! 


then the solid walls and all their tenants go oll 


| 
| 
| 
! 


into the air, in fragments. 

We renew our demand for justice. If slavery 
is spared, the rebellion is spared, and justice is 
crucified. The rebels are invited to place them- 
selves in power, by choosing Senators and Rep- 
resentatives, and in that case, their privilege of | 
human shambles in the South will be uninter- 
rupted. They shall still be at liberty to buy and 
sell the millions of their fellow creatures, fur the 
uninterrupted slavery of whom they undertook | 
this rebellion. Their return into the Union shall 
be rewarded by the gift, anew, of the very object 
for which they went out of it. This must bo 





prevented at all hazards. 

We have denounced tho admission of compro- 
mises into the Constitution by our fathers,as an 
agreement with hell and a covenant with death : 
but that covenant would be white as the driven 
snow, in comparison with any renewal of it, now 
that the whole iniquity is in our power, at our 
The whole 
lease of the Constitution has fallen into our 
hands, and now to permit these robbers, these 
social and political demons, these pirates of 


disposal, to deal with as we please. 


| tion of it as an instrument of present virtues and 


glorious promise. Our very abolitionism takes a 
step backward, and admits a covenant with hell, 
for the sake of half a heaven. 

The Proclamation offering the security of sla- 
very to such States or portions of States as shall, 
on the first day of January next, be represented 
in Congress, by the election of members therefor, 
is producing its fruits. The Military Governor 
of the Stato of Louisiana, has ordered an election 
accordingly, in the first and second Congressional 
districts of that State. The State of Louisiana 
may thus be brought into the Union, as a slave- 
holding State, and according to the terms of the 
contract, all the slaves in that State will remain 
slaves, their condition as slaves being guaranteed 
by the United States’ Government. The United 
States government appoints this election and 
prescribes the manner and conditions ; and the 
object in doing this, is stated to be, that tho elec- 
tors may be enabled to avail themselves of the 
benefits secured by the Proclamation of the Pres- 
ideut to the people of any State, where Represen- 
tatives are so chosen. What are the benefits so se- 
cured, over and above those belonging by law to 
the privileges of representation, in the States that 
have never rebelled? Simply this, the benefit of 
securing the right of slavcholding, and keeping 
their slaves as slaves, just as if they had never re- 
belled, but with the additional security, of the 
United States’ guarantee for the permanence of 
such slavery, in consequence of having rebelled 
and been conquered. ilad they never rebelled, 
their slavery would not have been thus secured 
tothem. Ilaving rebelled, and returned to an 
Union by virtue of our election, their slavery is 
guaranteed to them by the United States gov- 
ernment, as socure against all processes or possi- 
bilities of emancipation, till they 
choose. 


themselves 


If we think we can serve God, in this way, and 


secure his blessing, it is a terrible misiako. Let 
my people go! is his demand, and if we do not 


obey, he will destroy us. 
CONLCUSION. 
In this mighty work of emancipation we must 
take care that all things are right, and in pro- 


| portion ay tho measure draws towards its com- 


pletion, it must be coonred from disaster, when it 
strikes. If you had a clock that was ascaugod to 
measure vast times, with accuracy, and to strike a 
great era for the world, for mankind, of what 


| avail would it be, if wlren the great rousing peal 


was to be sounded, the hammer of the clock, ia- 
stead of ringing out the triumphant peal of liber- 
ty and knell of oppression, should, like a Thor’s 
thunder stroke, smash the clock itself, and the 
liberty bell to fragments. You cannot strike 
of God’s eras with a hammer that strikes right 
and wrong together. 


one 


Put nothing but the right 
in this last blow, nothing but principles that you 
can trust for all time, for it is an oecasion more 
eritical than that wag when Washington ead 
Put none but Americans on guard, to-night? 

To make 
prepare 


none of your 


this blow decisive, clear the way, 


the avalanche only for the enemy, let 


own forees bo within his lines, draw 
off the interests of freedom from all complicity 
with those of slavery, poise your exterminating 
masses on the brow of the mountain, and then, 
the patriot Hofer shouted in the ‘Tyrol, when 
he gave the word to launch the eataract of ruin 


as 


upon the enemies of his country, “In the name of 
the most Holy Trinity, cut all loose!” 

We must have all things secure for liberty. 
Put no admissions, nor exceptive clauses in the 
measure, reserving, after all, the right of proper- 
ty in man, or an extension lease for slaveholding. 
What you do, do it with your might. Collect 
and concentrate the whole strength of the Republic, 
moral and martial, but above all, moral, aud put 
it into this blow, and it will be a smiting and a 
victory, for alltime. Let not your own right 
hand be entangled on tho anvil, forging a chain, 
when the blow comes down. Separate yourselves 

> 4 ’ 
Come out of this Babylon, my people, that ye be 
not partakers of her sins, and that ye reccive not 
of her plagues. 
fire, for strong is the Lord God that judgeth her. 

This is the time of decision ; all the sigus in 
heaven and on earth mark it; there is no more 
time for the hugger-muggerings and tricks of pol- 
iticians, and the patchings up of compromise. 
With your house in flames, and your first born 
child lying in the cradle, will you stop to turn off 
the gas, or save your shaving apparatus? Snatch 
your child in your arms and fly, and be content 





Christendom, to take possesion of it again, would 
be a betrayal of our trust, a prostitution of our 
power, the like of which has never been known. 
It would be worse than the deliberate renewal 
of the lease of a palace for a house of ill faine, 
the existence of which you have always deplored, 
but have been excusing on the pretence that you 
had no power to break it up. When it is thrown 
into your hands, you deliberately renew it, 
though other parties offer to take it as a temple 
of religion and justice. 


INFAMY OF ANY NEW COMPACT WITH SLAVERY. 


We are entering into a compact anew with 
slave States, without the excuse of any pretend- 
ed necessity for it. It is gratuitous on our part. 
Our fathers really supposed that if they did not 
admit the slaveholding States into the Union, 
there could be no Union formed; yet we have 





lion had broken into open war, they were using 
itas a bridge for the enemy to pass over to our 
conquest. Every measure of adherence to that 
pledge, every proclamation of our intention not 
to interfere with the domestic institution, has 
been a measure of aid and comfort to our ene- 
mies. 

Yet President Lincoln's honesty has been 
shown, especially in his obstinate adherence to 
that pledge. 


ever interfere with slavery at the South.” 


Having pledg 


slavery, he has continue 


i hones 
till, by thathonesty dhonest to that pledge 


the country has be 
to the brink of ou asians neongnt 


in. 
For even when the Re 
every clear-seeing man in the coy 
we ust interfere with « 
1 slavery, tt} 
» that 


In the biography of Amos Law- 
rence there is a letter from him to a distinguish- 
ed Southern politician, in which he assured him 
that “no sober and noyest man at the North would 
Per- 
haps it is in this sense that President Lincoln 
has received the soubriques of the honest man. 
ed himself not to interfere with 


publican party itself, and 
ntry, felt that 


rebuked the fathers for the tolerance of this in- 
iquity, even under a fancied compulsion. Let us 


with saying all that is dear to you. 

God is wonderfully patient with our delay, but 
we have now seen his angels in the doomed city, 
only one night before its fall. At any rate, if we 
get out of this burning, we are asa brand snatched 
from the fire, but if we do not hasten, we may not 
be saved atall. WhenGod overthrew Sodom, 
the ange!s themselves had to lay hold of Lot, and 
whirl him out of the ruin. If we are saved at 
any rate, it will be soas by fire, but let us not 
leave any of our liberties, deserted and betrayed, 
to testify against us, after the burning, as pillars 
of salt. God does not offer us salvation, except 
in his own way, and now, a national salvation, 
only in being saved from our sins. 

When a vessel is nearing the harbor, especially 
in a storm, it is the most critical period of all the 
voyage. Itis no time for drawing up resolutions 
of thanksgiving to the officers, till she is over the 
bar, and land-locked from all her dangers. If a 





see what we ourselves are doing. We propose 
to give the privilege of slavery, and to guarantee 
it by express security, to States that have bro- 
ken up the Union, rebelled against our govern- 
ment, and plunged the whole country into a war 
whose murderous atrocity and desolations can 
not be fathomed, provided they will return. 





The States with whom our fathers made a Un- 
ion were States that fought with them the battle 
of our independence. The States that we now 
propose to buy back into the Union with the 
price of blood, the gift to them of our own citi- 
zens as mudsills and merchandise, are States at 
war against the Union that our fathers framed, 
States that with parricidal fury have broken up 
, | this government, and are endeavoring to destroy 

it forever. 

Again, when the first Union was framed, our 
fathers intended the entire removal of slavery 
from it, and would not suffer any mention of it, 


alleges the | or any sanction of property in man, in the Consti- 
Q m-interference could i i > 

10 lon t . We,in our new proposed Union and 
be kept, that we were release Sekodane a ish 


rebellion 


then President Lincoln refuse 
forbade 


bellion thus far, an 
present gigantic and 
strength, certainly unc 
an end to slavery. 


d from it by the 
itself, and that interference against 
slavery had become a military necessity, even 
d to interfere, and 

is generals from interfering i 
-tehey” @es rfering. And this 
non-interference has sustained the re- 


d caused it to grow to its 


perhaps unconquerable 
onquerable unless we put 











compact, refuse to accomplish what they intend- 
ed, and enter into an agreement to protect and 
perpetuate slavery by name. 

Even the first compact has always been de- 
nounced, by a large class of abolitionists, as the 
agreement with hell and covenant with death ; 
yet many are ready to accept the proposal of a 
renewed compact with slavery, and because of 
the promise of emancipation, in such States as 





refuse that compact, they describe the proclama- | 


ship like the Great Eastern, with full head of 
steam, should make for the battery, instead of 
rounding into her dock, she would smach herself 
and the pier, friends and foes, instead of landing 
her cargo. We must not have this giant ship of 
emancipation run aground, nor smashed upon the 
dock, to perish even in the havyen’s mouth, by offi- 
cers whose object it was to save slavery as well as 
freedom. We cannot, in this thing, serve two 
masters, nor save two conflicting interests. Eith- 
er slavery or the Republic must perish. Emanci- 
pation is a traitor, not a savior, if it tries to save 
both. 

And now, in this scheme before us, proposed in 
the proclamation, we mean that the first clause 
shall rule the whole, and rule out slavery. The 
admission of any slave State into the Union is in- 
compatible with its salvation; the Jiberation of 
slaves and the re-enthronement of slavery cannot 
go together. This engine for the admission of re- 
bellious States, with their slavery, by Scnators 
and Representatives, is a back-water concern, 
turning the paddles the reverse of the engine of 
freedom. Set both engines in motion, and you 
keep the ship going ground and round, like a 
whirligig. We cannot get on, in that way. We 
must hayo only one engine, and that for freedom. 
We will throw the back-water concern overboard, 
and make both ranges of the paddles turn the 
same way, connected with and obedient to the 
same central power. That gives usa ship. That 
must be the President’s plan; he means that the 
first engine of freedom shall be the only one, At 





She shall be utterly burned with | 











any rate, it is the only one the people look at. 
They see nothing in this proclamation but eman- 
cipation, and the policy of emancipation, and as 
such they accept it, and rejoice in it. 
enemies rage against it. 


So do our 
That harpoon has gone 
into their vitals and drawn blood. Their rage 
shows the eflicacy of our treatment. They see 
only the proposition and intent of emancipation, 
and in their fury, they scorn to look at the propo- 
sition of continued slavery by submission. We 
also, in our eagerness and earnest determination 
of a settlement by freedom, look only at thq word 
emancipation, and demand that to be universal. 

Now if our government are not blind and per- 
verse, beyond ail example, they will be warned by 
these indications, and will pursue that policy 
which alike the rage of foes and the exultation of 
friends, intimates, as the right policy, and will 
throw eyery other plan overboard, and every 
thought, except the one triumphant thought and 
demand of the people, Universal Emancipation. 
This will finish the conflict, and turn the rebellion 
to a rout, almost as swiftly as when Messiah rode 
forth against the rebel angels, grasping the thun- 
derbolts of heaven. 

The refusal to do this, and the admission of a 
single slave State back again into the Union, with 
its slaveholding guaranteed by the government, 
will be a covenant and compact with piracy, and 
the wrath of the Almighty must be upon it. I 
will be the climax of all our crimes. It will be 
saying to the,traders in human flesh, “Pursue your 
iniquity uninterrupted and secure, only pursue it 
under the flag of our government, and give us a 
share in the spoils, acknowledging our suprema- 
ey. Buy and sell, enslave and torture, millions 
of our subjects, and their children, and children’s 
children, only do it under our authority, and we 
will secure you in it. 


fad 


Give us your loyalty, 
by electing Senators and Representatives, and we 
will give you our own subjects and fellow citi- 
zens, to enslaye and to keep enslaved at your 
pleasure, as many as you please to claim as your 
property. 





Your claim, whether by descent or 
purchase, shall be allowed and sanctioned by us.” 

We cannot suppose that God will suffer this 
iow em me to go unpunished. 


1f our government 
yield to it, if our Senators and Representatives 





give it their sanction, and permit any of the rebel 
States to be exempted from the Proclamation of 


Dmanclpative, « 


~4 to retain any of their slaves in 
government and 


slavery, our BAUM Lecume 


theneeforth a slayeholding government and na- 


tion, and the controversy of God must be against 


us as directly as it is against the slavcholding 
Confederacy of rebels. 

May God in infinite mercy preserve us from 
plunging ourselves into the pit of iniquity and 
perdition! Turn us from our iniquities,O God 
of our salytion, and cause thy face to shine, and 
wo shall be saved! 





MEMORIAL. 


the President of the United States; and to 
the United States Congress, now in Session : 


To 





| Representatives of the 


nation, and members of 
| 
| 
| 
| 


its government. 

The peril of our country and a sense of our duty 
to God and humanity impel us tu address you. 

In presenting our views of the duty of our Gov- 
| ernment in this crisis, we are ouly exercising our 
right and privilege as citizens, and performing an 
| obligation implied in the Constitution as well as 
imposed upon as in the word of God. 

We believe the whole cause of our disasters to 
lio in our own continued complicity with that 
crime of humvn slavery, which is the foundation 
and inspiring demon of the rebellion itself. 


Hiad we withdrawn ourselves from that com- 
plicity, by 


. 





obeying the command of God, at the 


outset, the justico and mercy of heaven were 
| pledged for our protection and success, and the 
divine frown would have been upon our enemies. 
For there never has occured upon carth a rebellion 
so unprovoked and truly infernal as this. 
never was a conflict, where the injustic 


There 
e, crime, 
reason, barbarism, atrocity, impiety, were mass- 
ed so exclusivly and entirely on one side, by the 
very condition of its being a slaycholders’ rebel- 
lion, and its avowed object the establishment of 
an empire for the sole purpose of securing and 
perpetuating, uninterrupted and unlimited, the 
traffie in human beings. 


| 








| On our side, had we cut 


ourselves loose from this iniquity, had we ceased 
to sanction it, there would have been nothing but 
justice, reason, piety towards God, benevolence 
towards man, and the cause of all good govern- 
ment on earth. We should have secured the bles- 
sing of God, and commanded, from the outset, the 
sympathy and respect of all tho nations. 

But the moment we ourselves re-entered into 
complicity with the very wickedness which was 
the foundation of the rebellion, we threw away 
the immenso superiority of our moral position, 
and descended to a level with that of the rebels. 
Disayowing any intention of interfering with sla- 
very or delivering the oppressed, and on the con- 
trary offering the continuance of slavery, if that 
would save the Union, we deprived ourselves of 
the possibility of appealing, as our fathers did, in 
the war of the Reyolution, to the Judge of all the 
earth for the justice of our cause and the recti- 
tude of our intentions, and we went so far as to 
inform foreign nations that no moral principle 
was involved in our quarrel, and that the position 
of every State and of all persons in it should be 
the same after the rebellion as before. This an- 
nouncement was enough to set both God and man 
against us, as well as against the rebels; and in 
fact the determination to spare slavery hasbeen 
the cause of all our disgrace, and alljour disas- 
ters. 

When Fort Sumter was attacked by the_rebels, 
had we replied by a decree of emancipation 
and a force of only twenty thousand men carrying 
that decree, the rebellion would have been 
crushed and the war ended, almost as soon as it 
began. 











But we chose war without emancipation, and 
God gave us our request, with disaster and defeat 
as the consequence. Raising great armies with- 
out acknowledging and obeying God,”, without 
striking at the heart of the rebellion, and placing 
officers in command who were themselves pro-sla- 
very, and nullifying the emancipating proclama- 
tions of such generals as were animated by the 
spirit of liberty, we confirmed the strength and 
daring of the rebellion, and gave opportunity and 
time for the rebels to swell their forces and their 
means, at first so insignificant, toa gigantic power. 
We have ourselves deliberately built up and pro- 
longed the Confederate treason, by the determina- 
tion to avoid striking at its cause. We have pro- 
voked the indignation and challenged the ayeng- 
ing justice of the Almighty by resolving that we 
would not decree the deliverance of the enslaved, 
till this measure should become a necessity indis- 
pensable to the existence of our own government. 
And even now, when calamity and defeat have 
pressed us to this movement, wo have taken all 
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the dignity and virtue from it, by de 


claring it to 
be adopted asa mere military necessity, and by 
combining with it the offer of continued slavery 
to as many rebel states as will return to practise 


that wickedness under the government and guar- 
antee of our own Union. 

Ifad we issued the decree of freedom as an act 
of justice and obedience to God, instead of merely 
threatening it as a measure which we were un- 
willing to execute, it would have secured victory 
forus. The last terrible battle and carnage and 
defeat at Fredericksburg would have been ayoid- 
ed, for the rebel armies would have been compel- 
led to look after their own slave property, instead 
of our taking it in charge for them, while they 
were left at liberty to keep the field against us. 

As if justice tothe oppressed were something 
forbidden, fraudulent, and dishonorable in this 
conflict, we have deliberately evaded it, until it 
should have become an ultimate necessity, and 
then under the fear of destruction we would exe- 
cute justice, when all other measures had failed. 
What wonder if the Almighty should have de- 
clared, Because I called and ye refused, and 
have setat nought all my counsel, therefore I also 
will laugh at your calamity, I will mock when 
your fear cometh. For still the guiding star of 
our policy seems to be to crush the rebellion with 
as little injury to slavery, and as little deprecia- 
tion of slave-property as possible. 

This course having been pursued at such a dread- 
ful cost, and found inadequate except for ruin, we 
have the right to demand that entirely another 
policy be adopted ; the policy of justice and obedi- 
ence to God; and that men be placed in command 
of our forces whose heart is in it, and who will 
at all hazards carry it out. We ask the govern- 
ment to recognize justice as supreme, to put the 
proclamation of emancipation into the shape and 
and security of immediate and irrevocable law 
andto throw the country on “the conscience of 
our generals,” aud so upon God. 

We demand that the government give us the 
cause of frecdom against slavery, and not free- 





in man, the idea of the possibility of which our 
fathers would not suffer to enter into the Consti- 
tution. Weare constrained to protest, in the 
name of God and justice, against any sanction of 
such a elaim, and to declare that no rightful pro- 
perty in man can be acquired, either by descent 
or purchase ; such claim, if carried into execu- 
tion on the ground of purchase, being a traflic in 
human beings, which is forbidden as man-steal- 
ing, by the Almighty, under penalty of death ; 
and if carried into execution on the ground of 
descent, is the stealing of innocent babes without 
purchase, and by attainder; the crime being thus 
vastly aggravated, and if adopted or sanctioned 
by our government, renders us a nation like the 
Confederate rebels, of traders in human flesh, 
traders in children, born on our own soil, under 
protection of our own Constitution, and impossi- 
ble to be otherwise than free-born. 

If we receive back any of the rebel slave 
States, or any portions of them, with their slave- 
holding guaranteed to them as a right, we not 
only sanction this crime, but ourselves renew and 
perpetuate it. Especially, now that the slaves in 
all rebeldom are at our disposal, and are right- 
fully judged to be free, by necessity of the re. 
bellion itself, and we assume the rightful author- 
ity and power over them, and the right to legis- 
late in regard to them, disregarding the slave- 
codes as of no authority ; a fact which is palpa- 
ble in our proclaiming liberty to any of them; 
having assumed this power and right, if we 
leave any of them slaves, it is we ourselves that’ 
enslave them. Ii we have the right to free any 
of them, we have to free them all; and this 
right being given us, along with the opportunity, 
hy Divine Providence, it cannot be just to con- 
demn any of them to continued slavery. The de- 
termination to do this would subject our govern- 
ment and people to the wrath of the Almighty ; 
for the attribute of divine justice is the same 
now, that it was when Jefferson and our fathers 
trembled before it; and there are no quaker guns 
in the government of God. 














doim entering into a new compact with slavery, 
or making use of slavery as a bribe for the ‘pur- 
chase of loyalty. Wedemand freedom to be made 
as purely aud entirely our cause, as slavery is 
purely and catirely the cause of our enemies. We 
will have freedom or nothing. 


No more compro- 
mise with slavery! Give us freedom to fight for, 
slavery, and the whole heart and soul of 


~ ~''l he inspired, and in the name of 
our God we shall set up vu. 


cal « Inet 
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Let the government stand by the country for 
this glory, and the whole country will stand by | 
the government. 


Let the Government show, by | 
the unconditional abolishment of slavery, that 
they are resolved on crushing the rebellion, and | 
the country will support the government with its 


{ 
whole wealth, power, and population. 


It would | 
be better for us all, men, women, and children, to 
go down tv var graves fighting, than to enter into | 
any terms with this wickedness, or forge any 
more chains for the enslaved, or submit ourselves 


ever a 


gain to the despotism of the slave-power. 
We demand the entire destruction of that power, 
and the deliverance of its victims, 2s the only 


| 


ground on which ever again we can boast the 


dignity and independence of a free nation, or hope | 
for the favor of God, or the enjoyment of perma- | 
nent, prosperity and peace. Had we been as 
earnest in the cause of freedom, humanity, and 
justice,as the rebels have been in the cause of 


} 
| 


slavery, eroelty and injustice, we should have 
conquered them long since. We ask the Presi- | 
dent and Congress to place our conflict, now, on | 
such grounds that we can confidently implore God | 
to give us the victory. 

It is in 
versal freedom to render our success absolutely 
certain. 


our power, by this one measure of uni- | 
| 


By this measure the South would be | 
made a moral paradise, thongh now an earthly 
hell ; our whole country would be regenerated ; 
we should create a light of freedom and justice | 
for all the nations; intervention would no more 
be dreamed of; we should prevent the nations 
of Europe from tho guilt, shamo and misery of | 
receiving to their embrace a slave-breeding and | 
trading community as a nation; we should our- 
selves secure the favor of the Almighty, we should | 
vindicate our own claim to the character of a free | 
government and people, we should release our | 
Constitution from the tyranny of its slave-masters, 
and of the party in leagne with them, we should | 
remove the veil of ignorance and misrepresenta- 
tion in regard to it from the eyes of Europe and 
the world, and we should disclose its true glory, 
under its all controlling law of freedom and jus- 
tice, with its beneficent provisions forbidding sla- 
very and securing liberty to every person. 

Our own Constitution, as well as the Law of 
God. forbids us from being a slaveholding Gov- 
ernment. Qur own Constitution declares, in its 
most central and fundamental article, that “ no 
person shall be deprived of liberty without due 


process ot law.” But there are now four million 


\ ine 


| ecution. 


| miserable retribution hereafter. 


We ask therefore, in the name of God and 
justice, that the decree of emancipation be entire 
and unconditional ; and especially that no excep- 
tion or exemption from that decree be made or 
permitted for any of the rebel States, or for any 
portions of them, or for any loyal persons in 
them ; since the loyalty of such persons cannot 
take away from the slaves the right to their 
freedom, nor confer upon us the right of return- 


any of the 


slaves to 
continning auy 


slavery, or of 
cognize no more right in lopal TR: ha head a 
slaves of their fellow beings than in rebels ; and 
as the Almighty, who alone could give any right 
of ownership in man, has made no excpetion in 
the case of such persons, so neither can we. 
Loyalty gives no more dispensation of indul- 
gence in this crime, or title to pretended proper. 
ty in slaves, than rebellion. The right and title 
of the slaves to their own freedom remain unim- 
peached, and it is our right and duty, having 
assumed supreme authority over them, to pro- 


| tect that freeedom. 


The consequences of a contrary procedure are 
frightful to contemplate. If we hold the slaves 


| as slaves, and refuso ¢o emancipate them when 
| we have it in our power, until, by means of the 
| profession of loyalty, the rebels can re-enslave 


] 
them, we ourselves re-enslave them. We set 
up anew the slave-codes, and guarantee their ex- 
We create and enthrone a new gener- 
ation of slave-holders, and provide for the per- 
petuity of that state of society which has made 
the South a Sodom, and which, as the rebellion 


proves, educates men to be traitors and savages 


| here, and can prepare them for nothing but a 


And whereas 


| we have the opportunity and power of the re- 


generation of the whole South, by destroying this 


| system of wickedness, this parent of all crimes, 


we throw back the whole people into this Ge- 
henna, and cut off all possibility of their salva- 
tion, to that degree, in which we spare and re- 
inaugurate that slavery which is the cause of 
the rebellion. 

It is manifest that any measure of pacification 
with the rebels, so long as slavery exists, and its 
right of existence is admitted, would be a com- 
pact with the slaveholding oligarchy as such, re- 
storing it to its power, not merely under, but 
over the government, and crushing under it the 
slaves, the non-slaveholding whites of the South, 
and with them the whole country. And where- 
as it is a fundamental provision and prerogative 
of our government, that the Federal Constitution, 
and the laws made in pursuance of the same, 
shall be the supreme law of the Jand, any thing 
in the Constitution or laws of any of the States 
to the contrary notwithstanding ; the result of 
of such a compromise with the slave power 
would.be the re-inauguration of the slave-codes 
to a pretended supremacy of interpretation and 








persons so deprived, not only without due pro- 
cess, but without any process whatever, save 
that of being stolen and made slaves, contrary 
both to the letter and spirit of the Constitution ; 
and God has now given us, in and by this 
rebellion, the occasion, opportunity, and power, 
as we always had the right and obligation, of 
striking the chains from the whole of these en- 
slaved beings, and from the greater part of them 
immediately. 

We do not own any of, them, and cannot con- 
vey such ownership to rebel States, or parts of 
States, on promise of loyalty. Before making or 
fulfilling such a compact, our Government must 
itself assume possession of human beings as prop- 
erty. It must change itself from a protecting, 
into an enslaving government, before it can enter 
into any treaty for the barter of slaves, in con- 
sideration of the loyalty of rebels. We earnestly 
implore the President and Congress, in the name 
of God and humanity, to prevent the possibility 
of such a crime and degradation, by issuing the 
decree of Emancipation, immediate, universal, 
unconditional. 

If our Government should exclude the slaves 
of any slaveholders from the benefit of such a 
decree, it would assume the ownership and dis- 
posal of such slaves to itself, and must stand 
branded by the wholo civilized world, in that 
transaction, as a slaveholding government, by its 
own act, for the purpose of bribery on a scale of 
enormity and impiety that has no record; the 
offer of the possession of its own innocent sub- 
jects as slaves, to buy up the submission of 
rebels, whose rebellion by the law of God, is 
punishable with death, and whose purchased 
loyalty, if bought and sold on such an agreement, 
would not only be worthless and infamous, but 
would deserve punishment quite as richly as the 
rebellion itself. 

We implore our Congress that they would in- 














rule above the Coustitution itself; and in fact 
the right of human slavery, and the slave-codes 
in pursuance of the same, would be assumed and 
regarded as the supreme law of the land, any 
thing in the Constitution or laws of the United 
States to the contrary notwithstanding, 

We are constrained to remind our government 
that, “He that ruleth over men must be just, 
ruling in the fear of God,” and that the one su- 
preme claim upon every government is that of 
justice, all other functions of government are 
poor and trivial in comparison with that, and 
a failure in that, or a denial of that, and conse- 
quently the establishment of injustice, is the 
greatest possible violation of the nature of Gov- 
ernment, and of the law of God ordaining it. 

And a government that claims the allegiance 
of all the inhabitants of the land, but refuses to 
protect their freedom, and on the contrary offers 
to sell one class of them into slavery, and that 
the innocent and submissive class, that it may 
purchase the loyalty of another class in rebellion, 
thus depriving the oppressed of every right 
guaranteed of God to humanity ;—such a govern- 
ment would deserve itself to be branded with the 
scorn of the Universe, and to be excluded from 
a place in the family of civilized nations. 

If any persons imagine that rebellions States, 
with arms in their hands, ought to be consulted 
as to the terms of their alligance, surely the 
slaves themselves, who haye never rebelled, and 
as our innocent subjects claim our protection, 
ought to be consulted as tothe disposal to be 
made of them. Undertaking, for first time in the 
history of our government, a governmental au- 
thority over them, and the right to stand between 
them and their masters in rebellion, and under- 
taking, for the first time, to legislate in regard to 
them, shall we make them slaves? Shall we use 


‘the beneficent power which God has mercifully 


put into our hands in order that we might destroy 
their slayery, for the destruction of their newly 








terpose by law, to prevent the commission of 


such a crime, and to forbid the claim of property * 


acquired liberty? Shall we forge and fasten 
anew the chains that God himself, by the very 
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lightning of the rebellion, has melted of from 
them ? 


In the name of God and justice, we implore 
our Congress to prevent such a crime aud calami- 
ty. We beseech you to relieve, us as a nation, 
from our false position of complicity with gsla- 
very, and to place us wholly in the right. We 
beseech you to speak forth the word that would 
transfigure this conflict on our part with the light 
of heaven, and to say to the opreszed, Go free! 
Thus you will guarantee success to our arms, but 
until this is done, we can expect nothing but dis- 
asters, 


because we have set God and justice 


against ourselves, in not setting ourselves against 
slavery. Until we return to God, as a nation, and 
do justly, we cannot expect the divine blessing. 
On the contrary, we must anticipate the same re- 
tribution suffered by the Jews for the same ein, 





when God said, Because yo have not proclaimed 
liberty every mau to his brother and every man 
to his neighbor, therefore I proclaim a liberty for 
you, saith the Lord, tothe sword, the pestilence, 
and the famine. 

To the Congress now in session, as the Consti- 
tuted Legislative Sovereignty and power of the na- 
tion, alike in war as in peace, we appeal, and to 
the President as the Executive of our government, 
in the name of God, Justice and Mumanit,, that they 
would immediately enact and execute that deeres 


of universal freedom, obligatory by our own Con- 


stitution, as well as by the Law of God, the euact- 
ment of which would be that return of judgment 
unto righteousness, which God demands, and the 
execution of which would crush and annihilate 
the present rebellion with its cause, would restore 
peace and prosperity to the whole country, would 
destroy all power and motive for any renewed at- 


tempt at such treason and would be an illustrious 


example of freedom and justice for all ages and 
nations. 

Gro. B. Curever, 

Commitice. 


NaTHAN Brown, 


on 
~m—9 


New York, Dee. 1862. 

The foregoing memorial was unanimously adop- 
ted ata meeting of Ministers and Members of 
Christian Churches of New York, Brooklyn and 
vicinity, held in the Church of the Puritans, New- 
York, on Monday Evening, 22d Dee. 1862, for 
the purpose of considering the duty of the Church 
and the Ministry in reference to the present state 
of our Country. 


Epwarp Grupert, Chairman. 
Witt Herries, Secretary. 
Se 
“oPTH CAROLINA, 
The Conciliatory policy a fatiure : 
Non-slaveholders— Unpaid Contrabands. 


- 


From the Special Correspondent of the N. Y. Tribune. 
Newsery, N. C., Dec. 13, 1862. 
The so-called “conciliatory’’ policy of Gov 
Stanly has beon tried, and broved a -omplete fail- 
ure, Men have taken the oath o allegiance, asa 
condition precedent to obtaining permits, to carry 
salt and other merchandise into their neighbor- 
hoods, outside our lines; and, strange to say, so 
far from being molested by the Rebels on that ae- 
count, have been subsequently found to stand high 
in their favor, aud to be upon terms of intimate 
and friendly companionship with them. The 
owners and occunauts of houses where Rebel sol- 
diers were found harbored, have exhibited Gov. 
Stanly’s safeguards as a talisman of protectioa 
from arrest or molestation. Cuerrilias them- 
selves have beeu taken with these 
on their persons. Whether to the credit or dis- 
credit of our troops, it should be said that they 
rare ly regard these s reguar ls; and the Cover- 
nor hitteriy complains that our soldiers are not 
half so mannerly and forbearing as the Rebels. 
This matter of granting “pn ns,” as they are 
called, has been gautly abused, and 
itis uo wonder that tuey are geiting to be con- 
sidered a sham, both by our suldiers and the citi- 
zens who hold them. 
Not one man of any prominence has yet been 
induced to take any position for the Union; and 
I understand that, with but one solitary excep- 
tion, nobody who was a citizen of the State, when 
the r. bellion commenced, has thus far undertaken 
to make a Union speech. In Tennessee and Vir- 
ginia we hear of lawyers, politicians, aud others, 
who have been conspicuous heretofore, coming 
out earnestly and uuconditionally, oa the Union 
side. 1 am sorry to say this is not the case in 
North Carolina ; and there is no probability that 
it ever will be. Ido not know ot a single slave- 
holder, a man of large property, who is a Union 
man, except from very evident considerations of 
profit or convenience. The non-slaveholders are 
generally disposed to be loyal, and most of them 
who are not unfitted by infirmity or age, enlist 
quite willingly. These men, however, dislike 
Gov. Stanly und his policy, and insist upon the 
harshest measures toward the Rebels and their 
sympathizers. 
These non-slayeholders or “white trash,” as the 
negro drivers call them, and who compose four- 
filths of the population of North Carolina, are 
easily made into Free-Labor men, one speech be- 
ing sufficient to convert a whole community. 
They are generally down on the negro as well as 
his master, and desire his deportation out of the 
country ; but they heartily wish the slaves wero 
all free, as the first necessary step to getting rid 
fthem. They readily appreciate the argument 
that the unpaid, compulsory labor of negroes 
keeps the wages of white labor down to 4 sturva- 
tion point, and that the evils of this competition 
could not be increased, but might, and probably 
would be, diminished by Emancipation. The 
negroes, if freed, would be no more numerous 
than now, even if they remained here. Slavery 
keeps them in the Southern country, so that they 
cannot get away if they would. 
Persous who have been engaged in procuring 
volunteers for the North Carvlina Union compa- 
nies very soon found that no progress whatever 
could be made by using the stale, commonplace 
Union talk, in their addresses; but Free Labor 
harangues, denunciatury of the slave oligarchy, 
and exhibiting the benetits which would result to 
the masses from its overthrow, have brought in 
recruits by hundreds. And one reason why these 
native National soldiers fight so desperately and 
well, is their intense hatred of the slaveholding 
aristocracy which they now see has always mal- 
treated and defrauded them. 
The attempt to suppress the Free Labor movye- 
ment by placing it under the ban of the adminis- 
tration, and prohibiting the publication of the 
proceedings of the meetings organized under the 
auspices of the Free Labor Association, has cre- 
ated considerable excitement here, and occasioned 
no small indignation. In this attempt, Gov. Stan- 
y has made one of the greatest mistakes of his 
life. The leaders in the movement, however, re 
mea of nerve, who know well what they are do- 
ing, and who have counted the cost, and meas- 
ured all the difficulties lying in their way. Thoy 
know the arbitrary and irresponsible power of 
the Military Government, but they fear neither 
expatriation nor the sowsem Bastile. The 
have opposed to them not only the entire Jeff. 
Davis Confederacy, and all its treacherous and 
crafty adherents, inside our lines, but, in addition 
to this, President Liucoln’s representative, with 
all his patronage, his steamboats and his rail- 
roads; but all these obstacles do not appall them. 
Gov. Stanly denounces their sentiments as ‘‘wick- 
ed,” and their followers as “bad men.” In an 
article in The Newbern Progress, severely repro- 
bating the doctrines announced at the Beaufort 
meeting, which article was written at the instiga- 
tion of Gov. Stanly, he says: “We did not como 
here to establish I'ree Labor in North Carolina; 
nor is this the ayowed policy of the Admuinistra- 
tion.” 
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The Free Labor men strongly op ‘the P 


any election for the remainder 
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ared it would affurd the 


‘ongress, because they fe , howe 
ag. rs papeeerec to exempt the rich ge a 
t ousands of slaves within the limits of this ee 
trict from the operation of the Confiscation ant 
E nancipation acts. The petitions which they 
sizned were for the next Congress ; and they were 
tld only a few d: ys before the appearance of 
te Governor’s proclamation, directing an election 
for Jan. 1, that none would be at present or- 
dered. 

the condition’ of the contrabands in this de- 
pirtment is most deplorable. They have had no 

y.y for four months, and are destitute of cloth- 
iig, and have nothing with which to purchase the 
most trivial necessaries. ‘The women and children, 
especially, are in great want, and their unhappy 
situation calls loudly for relief, at the hands of the 
charitable. Six hundred haye been added to the 
number here, since the recent movement of Gen. 
Foster's army inland. Any contributions of 
clothing or money sent to the Rey. James Meane, 
Superintendent of Contrabands at Newbern, wi 
be thankfully acknowledged, and judiciously ap- 





propriated, The Rev. Mr. Means Is 4 sympathet- 
i» kind-hearted man, and takes a deep interest In 
the unfortunate people under his charge. No 
man eould have been chosen more suitable for 
the place, and great good must result from his la- 
bors. 

As I close this letter, a report is received here 
that Goldsboro was taken by Gen. Foster at 2 
o'clock p. m. yesterday, after a hard-fought battle. 

\side from this, nothing additional has been re- 
ceived from the expedition. 

iene 

Can Crraexs xe Exstavep ?—Elizur Wright, 
treating of the late decision of Attorney General 
Bates, says, in the Boston Commonwealth : 

“So the black man is a citizen of the United 
Stites, for all that! Bully for you, Judge Bates. 
Another question now, Judge, if you please. 

“Can the United States convert a citizen into a 
chattel? If not, why not ? 

“If you say, no; because it would be a vivla- 
ion of self-evident rights, that reason is equally 
rood against the power of a State to do such a 

“If you say no; because there was no such 
power delegated to the United States in the Con- 
stitution, it being reserved to the States, then 
the States ean chattelize citizens till only a small 
minority is lett free. In other words, the States 
can become oligarchies, and thus practically nul- 
lify the Republic. How much better is this than 
ile pretended right of secession ? 


“It black men are citizens, they are none the 
less so, When wrongfully deprived of liberty. If 
the States, on their reserved rights, were to in- 
sist on redressing their wrongs, it might be, or, 
if you please, would be, unconstitutional for the 
(ited States to interfere. But if the States re- 
tuse to exercise their right of redressing the 


»yvo unredressed? If a State orders innocent 
itizens of the United States to be assassinated, 
s it unconstitutional for the United States to 
revent it? Suppose a State should enslave a 
majority of its inhabitants, all of them citizens of 
he United States, and as good before its laws as 
any other, and then itself raise a bloody rebel- 
lion, must the United States abandon all those 
loyal citizens, a majority of the State, to 
the merey of the rebels? Do you call that 
republicanism, democracy, fidelity to the con- 
stitutional oath, or even decent humanity % 





A Sovruern Opinion on Emanctpation—R, J. 
Meigs, now sixty years old, whose life time has 
hoen spent in the Southern States, and who was, 
for a long time, a lawyer in Nashville, Tenn., has 
replied to au article on emancipation in a Balti- 
more paper. He speaks of the results of eman- 
cipation in the West Indies, and says : 

“Let us candidly dismiss trom our minds all 
apprehensions of calamities to flow from the 
emancipation proposed by the President. The 
worst that can happen from the measure will be 
that those who can force the negro to labor for 
nothing, will be compelled to pay him a reason- 
able compensation for his toil, from which they 
(the employers) will reap not less, if not greater 

The moral condition of both races will 
initely elevated ; and, what is ™v:v wan 
s life of our natio» in not be sacriticed, as 
avy nteseeavae cv oltended justice by that divine 
decree which has gone out against every people 
that has been guilty of the inexpiable crime of 
of the enslavement of man, 
. . . . . . 

“Let us not palter with this great argument: 
let us wipe out this befouling spot: let slavery 
die; let the nation live; let us fear the justice 
of an avenging God, and stand before his awful 
presence regenerated and redeemed.” 





SovTn Caroiina Aristocracy.—Parson Brown- 
low said, in a late speech, discussing the absurd 
pretensions of the cotton aristocracy : 

* T have lived in South Carolina. I have trav- 
eled extensively in South Carolina for a number 
ot years. Why, in their legislative assemblies, 
the sergeant-at-arms and a deputy or two, with 
cocked hats and swords, retire and bring in the 
Speaker of the House, or the speaker of the Sen- 
ate, who comes, robed out in black silk, to out- 
dress, in all the amplitude of fashion, any two 
ladies here, even in times of the most extrava- 
gant hoops. (Laughter.) The Sheriff accom- 
panying them, with cocked hat and sword, gives 
three raps upon the floor, and cries, ‘Make way 
for your Speaker! Laughter. Then he march- 
es grandly in, and takes his seat. 

“The same pomnpous forms are obseryed with 
one of their Circuit Judges. He is conducted in, 
in the same way. I have seen old Judge Butler, 
afterward Senator, march in, with his silk robe 
on, preceded by his Sheriff and deputies in cock- 
ed hats and with swords, crying, ‘Make way for 
the Honorable Court! and everybody squatted, 
like so many quails when a hawk is about.” 
(Laughter) —Bryan, (O.) Press and Leader. 





Brexerirs oF EmMancipatiox.—The following is 
from a recent speech in Congress, by Hon. W. 
D. Ketiey of Pennsylvania, an original old line 
Democrat : 

“The President’s emancipation proclamation 

has been the subject of invective and denuncia- 
tion this morning, and it has been said that no 
man in the country, save the President of the 
United States, believes that it will promote peace. 
Sir, has territory ceased to be territory? Do 
figures still indicate numbers and power? Has 
tle lesser come, by some new influence, to com- 
prehend the greater? For,if it be not so, the 
enforcement of that proclamation will promote 
peace by aiding in the establishment of the su- 
premacy of the Government. Has not the ques- 
tion as to whether four millions of stalwart peo- 
ple shall labor for us or for those with whom we 
are at war, some importance, and a direct bear- 
ing on the issue? Will its solution, if it trans- 
fer them from one side to the other, have no in- 
fluence upon the power of the rebellion? I be- 
lieve, with the President, that it will. There are 
four millions of brawny right arms, mostly dark- 
colored, but many of them, through the fell in- 
fluence of the hell-born institution of slavery, 
fair as our own; there are four millions of pso- 
ple reluctantly giving their daily toil to the sup- 
port of thisrebellion ; and on the first of January 
next, itis proposed by the President to qnvite 
them, as wisdom would have done, more than a 
year ago, to withhold their labors from that 
cause and bestow them, as they desire to, upon 
the cause of patriotism, freedom, and peace, un- 
der thé starry flag of our country. Who will 
tell me that the transfer of the labor of these 
people will have no influence in suppressing the 
rebellion ? 

Arrapitity.—Be good natured, if you can, 

for there is no charm so great, no attraction 
so admirable. A face that is always full of 
the expression of amiability, is always beautiful. 
It needs no paint and no powder. Cosmetics 
are superfluous for it. Rouge cannot improve 
its cheeks, nor lily-white mend its complexion. 
Its loveliness lies beyond all this. When you 
gaze into the face of a noble man or 
woman, it is not the shape of the features that 
you really see, nor yet the the tint of the cheek, 
the hue of the lip, the brilliance of the eyes; 
you see the nameless something which animates 
all these, and leaves for your instinct a sense of 
gtateful fascination; you see an indescribable 
embodiment of heartfelt goodness within, which 
wins your regard, in spite of external appear- 
ance, and defies all the critical rules of the 
eesthetic. 





Beavtiru. Lecenv.—There is a beautiful 
legend illustrating the blessedness of perform- 
ing our duty, at whatever cost to our own in- 
clination. A beautifal vision of our Saviour 
had appeared to a monk, and in silent bliss, he 
was gazing upon it. The hour arrived in 
which it was hisdaty to feed the poor of the 
convent. He lingered not in his cell to enjoy 
the vision, but left it to perform his humble 
duty. When be returned, he found the blessed 
vision still waiting for him, and uttering these 
words, “Hadst thou staid, I must bave fled.” 
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HAVE WE A NATIONAL GOVERN- 
MENT? 

Recent events have startled us with this ques- 

tion. Thousands who have shuddered at the in- 

voluntary suggestion of it to their own minds, 


— 


have never, even yet, succeeded in grappling 
with the deep philosophical and theological foun- 
dations of the question. 

God, who governs the world in righteousness, 
has ordained Civil Government, and founded 
Nationalities, for the administration of justice, 
and the security of the equal and inalienable 
rights of all their inhabitants, who are, alike, 
subjects of the Government, owing it allegiance, 
and, alike entitled, while loyal and law-abiding, 
to the equal protection of the Government, in 
return. 

Our revolutionary fathers, in the act of De- 
claring their National Independence, recognized 
this truth, and accordingly appealed to the Su- 
preme Judge of the World, for the rectitude of 
their intentions, in founding a new nation and 
government, to establish them upon such princi- 
ples, and organize them in such form as should 
secure, to all men, those inalienable rights to 
life, liberty, and the pursuit of happiness, with 
which their Creator had endowed them. 

Yet, for more than eighty-six 
solemn national covresent with God, has been 
viviatod, that national vow unredeemed. The 
slaves, less than seven hundred thousand, at the 
first, are now increased to four millions. The 
national government has not only neglected to 
protect them, but, in many ways, has, directly 
and indirectly, aided in oppressing them. 

The consequence has been the growth, within 
the nation, of au oligerchy of slaveholders, stand- 
ing between the Government and millions of its 
subjects, claiming the absolute, unlimited pre- 
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rogative of chattel-ownership over them, to the 
utter denial of the Government's authority to 
govern them, of its claims upon their allegiance, 
and of its right and power to protect them. 

The slaveholding oligarchy thus became a 
government within the government, and, in pro- 
cess of time, a government over the Government, 
exacting an unhesitating compliance with all its 
demands ; until, at length, on a refusal of the 
people of the nation, in a national election, to 
obey its behests, it openly repudiated the Gov- 
ernment, and made war upon it and upon the 
Nation. This is the rebellion against which the 
Government and its free loyal subjects are now 
contending, by force of arms ; while the millions 
of the slaves, who are all loyal, and who owe 
allegiance to the Government, and are entitled to 
its protection, are held in duress, and compelled 
to labor for their taskmasters, or for the pretended 
Government of the rebels, instead of discharging 
the duties of loyal citizens. Can there be a doubt 
in respect to the right, the duty, and the wisdom 
of a Governmental demand on them for their ser- 
vices ; coupled with a Governmental proffer of 
protection to them, as subjects ? 

It is easy to sce that the claim of a portion of 

the subjects of the United States Government, 
to the absolute ownership and unlimited control 
of another portion of the subjects of the United 
States Government, was of the nature of a virtual 
repudiation of the authority of the United States 
Government, on the part of those making the 
claim. Being themselves absolute sovereigns 
over millions of the subjects of the United 
States Government, how was it possible that they 
should really regard themselves the subjects of 
that Government? Is it not a marvel that an 
oligarchy making such claims of an anthority 
over millions of the inhabitants, and accustomed 
to witness, continually, the practical, matter-of- 
fact recognition, by the Government, of those 
claims, should so long have delayed throwing off 
the semblance of an allegiance that, in the 
nature of the case, could never have been more 
than merely nominal ? 
In this view, the question whether the United 
States Government, now iu open war with the 
Confederate Slaveholding Oligarchy, will not 
claim the allegiance and loyal support of the 
millions of slaves, offering them protection in re- 
turn, includes the question whether the Govern- 
ment will longer persist in claiming the allegi- 
ance of the slaveholders themselves? If it may 
not claim the allegiance of the servants, how can 
it, with a decent face, claim the allegiance of 
their masters? May it claim to exercise the 
authority of a Civil Government over those whom 
it permits to exercise a vastly more absolute 
authority over millions of the inhabitants of the 
country, than this or any civil government can 
lawfully exercise? To suppose the possibility 
of thus maintaining the authority of the National 
Government, is to suppose a thing to exist, and 
not exist, at the same time. 

Let not the Government be deceived. Let it 
not imagine that it can be and remain a Govern- 
ment, and continue to be recognized among the 
civilized nations of the earth, as a Government, 
without, at least, claiming and attempting to 
exercise the just, obligatory, and essential pre- 
rogatives of all legitimate Government, the pro- 
tection of its own subjects. To say that the 
portion of the inhabitants called slaves, are not 
the subjects of the Government, entitled to its 
protection, would be saying that they are the 
subjects of the slave masters who claim them 
thus yielding up to that fraternity, a sovereignty 
superior to its own, and consequently, owing it 
no allegiance. 

Instead of unduly troubling itself with the 
question whether European Governments will 
recognize the Confederacy, the Government of 
the United States should be careful not to forfeit 
the claim to recognition, itself. 

Those loyal citizens who tell us that, under 





| inhabitants of the United States. 
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the Constitution of the United States, the Federal 





| Government has no authority or power, in time of 


peace, to prohibit slavery in the States, are 
probably unaware of what they are doing. They 
are certifying, to all the world, that the United 
States are without a Civil Government, properly 
so called, that is, a Government that can protect 
ils loyal inhabitants, a government entitled, 
therefore, to claim their allegiance. They are 
conceding that four millions of the people of the 
United States are not entitled to the protection 
of the Government of the United States, and owe 
it no allegiance or aid in this time of rebellion. 
They are conceding to the slaveholders, (nearly 
all of whom are in open rebellion, and most or 
all of the remainder of whom, are more or less in 
sympathy with them.) the right of absolute, un- 
limited control over four millions of the loyal 
They are con- 
ceding that, throughout the slave States, the 
have a legal and constitutional 
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claim, (at least, in time of peace,) to the absolute 


slaveholders 


control of the masses of the laboring, productive 
population, in those States, over whom the Fed- 
eral Government itself has no control whatever, 
and to whom it can extend no protection. 

In other words, they are that, 
throughout the slave States there is, and always 


conceding 


has been, a Government over the mass of the 
people of those States, loyally and constitution- 
ally paramount to the Government of the United 
States, that this paramount Government is vest- 
ed, and has, all along, been vested in the slave- 
holders, an overwhelming majority of whom, hav- 
ing determined to sever their connexion with 
the non-slaveholding States and with the Fed- 
eral Government, are now, by force of arms, de- 
fending their right of secession. 

If this is not virtually conceding to the slave- 
holding Oligarchy, the rebels, as we truly call 
them, all the rights they have ever claimed, in- 
cluding the right of secession, in what language 
could the concession be more effectually made ? 

It would avail say that the 
slaveholders, though they once held this right, 


nothing — to 


under the Constitution, while they remained loyal 
have now forfeited it by their rebellion. 

For, if they ever held such a Constitutional 
right, and held it, up to the time of their seces- 
sion, then, up to that time, they held the rightful 
Constitutional and lawful authority to control the 
slave States, by an authority paramount to that 
of the Federal Government; and that right they 
had, all along, exercised, without demur from 
the United States Government, as is well known. 
And that control has been over the whites, as 
well as the blacks, of the slave States, as, in the 
nature of the case, it must needs be, so long as 
the enslavement of the blacks is continued. 

Not only so, the claim of the slaveholders to 
control the national Government itself, is, of 
necessity, involved in its claim to control the 
slave States : a claim successfully exercised, with 
few exceptions, under all the successive adiminis- 
trations of the Federal Government, up to the 
date of the Secession. 

So that the Act of Secession itself, was only 
another exercise, in a new direction, of a pre- 
rogative exercised, in other directions, all along: 
a prerogative abundantly ahd inevitably conced- 
ed—as we have already shown—by all who con- 
cede the lack of lawful and constitutional author- 
ity in the Government of the United Guttes, to 
protect all the peuple ot the United States. 

The question, therefore, of our putting down 
the rebellion, and of our political right to attempt 
doing so—the question whether the civilized 
world and posterity, shall ultimately recognize 
our claim—the claim of the Federal Govern- 
ment-—-to the supremacy of the whole country, 
is to be determined, and will be, by two other 
questions : 

First. Has the Government of the United 
States, under its Constitution, the right and au- 
thority of all other Civil Governments, tu pro- 
tect its innocent and loyal inhabitants ? 

Second. Will it promptly, faithfully, and 
thoroughly, exercise that right and authority, by 
the discharge of the duties implied in them, and 
imposed by them ? 

As these questions are answered, so, we may 
rationally anticipate, the present controversy will 
be determined. 

God, who governs the world in righteousness, 
and who ordained civil government for the ad- 
ministration of justice, cannot be expected to 
tolerate, much longer, in this country, a pretend- 
ed civil Government that ignores and disclaims 
its right and authority to fulfil its divine mis- 
sion. G. 





THE COLORED PEOPLE OF AMERICA, 
Their opportunity ; and their dignified mission. 


Time was, when the colored people of this 
country were scarcely taken into the account, at 
all, in any political calculations concerning the 
interests of the present, or the prospects of the 
future. The white man was practically regard- 
ed as the only man of the country: the colored 
man wis accounted to be a worm, and no man. 
As a slave, he was but “ goods and chattels per- 
sonal,” in the hauds of the white man:—as a 
free inhabitant, his rights, liberties, and inter- 
ests were seldom considered worthy of legisla- 
tive attention. The only aspect in which he was 
brought within the arena of political discussion 
was that of a nuisance to be kept out of the 
States, in the first place, or, if found in them, to 
be expatriated, colonized, either with or without 
his own free consent. 

Even up to the present time, there are politic- 
ians, in places of authority, conceiving them- 
selves to be statesmen, and, by the multitude, re- 
garded as such, who have not yet sufliciently 
transported themselves from the atmosphere of the 
dead past into that of the living present, to have 
discovered the changes that Divine Providence 
and the progress of human ideas and affairs have 
introduced among and around them. 

Those changes have, nevertheless, taken place, 
and are yet in further progress. The great pol- 
itical question of the age, in America, for a quar- 
ter of a century past, is, and has been, at bottom, 
the question of the colored man of America. 
What is to be his status and position, in the 
country, if remaining in it; or how or by what 
methods, if at all, is he to be got out of it. The 
most determined and most persevering political 
efforts made in the country have been directed 
to the one common object of getting rid of the 
“negro question,” as it is called, and dismissing 
it from politics. But every measure or proposal 
to this end, has only plunged the politicians still 
deeper and deeper into the dreaded question, 
Instead of allaying the agitation, it has been in- 
creased, and kindled into a civil war. To settle 
the question has cost us hundreds of millions of 
dollars, and scores of thousands of lives. Our 
politicians are resolving and proclaiming that 
the war is not and shall not be made a war about 
the colored man; while all the nations of the 
earth know or will know, that it is,and has been, 
a war about the colored man, and about nothing 
else! “ What shall be done with the colored man” 
is the one great question, at the ballot box, in 
Congress, in the Cabinet, and in the Executive 
Mansion. Not until that question shall have 
been determined, can any other political question 
be determined. Armies are awaiting the decis- 
ion of that question. 

But lo! Another question is looming up be- 
fore us. Even now it is near upon us, at our very 
doors ; 

“ What shall be done BY the colored man?” 
What, for his country ? What, for himself? What, 
for the experiment of free government in this 
western hemisphere, and throughout the world ? 
As the colored man of America shall determine 
to act or to refrain from acting, 80, according to 








present appearances, Divine Providence is pre- 
paring to determine the fate of our National Gov- 
ernment, and the destinies of the races that in- 
habit, or that may inhabit this Western Contin- 
ent, and their influence upon other nations, for 
ages to come. 

Tho white man of America might manfully and 
beneficially determine the destinies of America, 
if he But the white man of America 
seems inclining to let the destinies of America 
drift on, upon the tide of circumstances, where- 


would. 


ever they may. In the high places of the Church 
and of the State, occupied by the white man, the 
maxim is coming to be a settled one that “ their 
strength is to sit still?’ and await whatever is to 
be the result of the causes now operating. The 
Executive waits to see what the popular will may 
determine. The people wait, confidingly, to see 
what the Executive will do. Congress waits for 
both the people and the Executive. And so the 
white man of America determines nothing, at- 
tempts nothing definite, but to “ sit still.” 

Now is the time for the colored man of America 
to come forward, and see what he can do. 

Fight hundred thousand stalwart colored men 
of the South, loyal to the Government, what could 
they do, by coming forward, promptly, to its sup- 
Rather, What, with the blessing of God, 
and with the assistance of their brethren,the free 
colored people of the North, could they not do? 

So far as human instrumentalities and human 
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probabilit®s are to form the basis of human cal- 
culations, not forgetting to include the probable 
and ordinary dispensations of an overruling 
Providence, what safer conclusion can we reach 
than this—Te colored race,in America, to-day, 
hold the destinies of America in their own hands, 
As they determine and do, so the issue of the contest 
and the fate of the nation ts to be settled. 

To this high dignity has the colored race in 
America already risen. Despised as the colored 
fools, God has already, by the events of the 
present war, placed them on this proud eminence, 
as the arbiters between the North and the South, 
the loyal and the disloyal states, the Govern- 
Let 
and decide the case, at once, on its true merits. 


ment and the rebels. them come forward 


European intervention may be spared. America 
herself has her arbiters in 
Whenever they pronounce their verdict, the oc- 


her own bosom. 
casion and the danger of foreign intervention 
will have passed. And the decision will be au- 
thoritative and final. 

The President, by his Proclamation of Septem- 
ber 22, and by his promised Proclamation of Jan- 
uary Ist. 1863, has awakened the hopes of the 
Should the Ex- 


ecutive promise be redeemed, the great majority 


country, and of the colored man. 


be invited 
and welcomed, this very day, to the defence of their 
country, and to the inheritance of freedom. The 
invitation and the welcome should have been ex- 


of the colored race, in America, will 


tended, equally, and to all; and it shonld have 
Yet, ifthe promised Pro- 
clamation is neither withheld, delayed, or modi- 
fied, an opportunity, in part, will be offered, to 


been done, long ago. 


large portions of the colured people of America 
to enter, at once, upon their high mission. 

The entire mass of the colored people of 
America should be quickened into new lite, by 
If the 
nationality, and its government are to be saved, 


this change in their position. nation, its 
they are to be saved, under God, in great meas- 
ure, by the assistance of the colored man. Here- 
after, the position of the colored race, as deliver- 
ers of their country, must be determined in con- 
furmity. The position of deliverers cannot remain 
that of inferiors. 

The white friends of the colored peopte, in this 
country, have long labored to deliver them from 
sore bondage. They have called upon the white 
race to deliver them.—But through their refusal, 
under the Providence ot God, the situation is 
now changed. The colored people are now call- 
ed upon by their friends and by all intelligent 
loyal meu, to help save their country from ruin. 
The colored race are called upon to be the de- 
livers of themselves and of the whites! 

Not by military assistance, ouly, are the color- 
ed people to serve their country, and become 
public 


benefactors. Already the freedmen of 


South Carolina and of Virginia, are learning to 
read, and are thus preparing, in advance, to be- 
come the teachers of “ the poor white trash” of 
the South. In habits of industry and the arts of 
getting an honest living, as well as in religious 
culture, they are already prepared to take a lead- 
ing part in the needed and coming renovation of 
Southern Society, when slavery shall have dis- 
appeared, or shall be found in process of ex- 
tinction. 

These anticipations are in harmony with the 
ordinary course of Divine Providence, that abases 
the proud and lifts up the lowly. Thus it was 
that the Hebrews were brought up out of bon- 
bage in Egypt, and led through the wilderness, 
to become the teachers of all nations and of fu- 
ture ages. The Anglo-Saxons, in like manner, 
despised and trodden down, by the Norman con- 
querors, were thus prepared for the high, posi- 
tion they afterwards reached. 

To the colored people of the North, especially 
of this central city, the commercial emporium of 
the country, these changes are suggestive of en- 
couragement, of hopeful enterprize, of moral, re- 
ligious, and literary advancement, here in the 
land of their nativity. There is a great work for 
the colored people of America to do. Let them 
be preparing themselves to fulfil their high mis- 
sion, at the North and at the South, and to take 
the place that Providence seems to be markir 
out for them. G. 
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PRINCIPLES OF OUR MEMORIAL. 


We hold 

1. The right and necessity of crushing the re- 
bellion at any rate, as a groundless rebellion 
against a rightful government. Even on the 
ground of Earl Russell’s declaration that we are 
for dominion, they for independence ; our cause is 
perfectly right and just, for that alone. 


2. The rebellion being for the perpetuity of a 
crime, and the enthronement of that crime as an 
element of empire and of public law, the conse- 
quent right, necessity and duty, in our war against 
the rebellion, of striking directly at that crime, 
and destroying it. 

3. The rebellion being for human slavery, to 
build an empire on the crushed bodies and souls 
of millions of human beings and their posterity, 
the consequent right, necessity and duty of stri- 
king for freedom against slavery, and making 
freedom the object of the war. 

4. The rebellion pretending a Constitutional 
right of slavery,—the consequent duty, right, and 
necessity of rescuing the Constitution from that 
slander, and restoring it to its right interpretation 
and moral action, under the law of justice and 
liberty. 

5. The rebellion being instigated and driven on, 
by a class, for the protection and perpetuity of a 
class-crime, and the establishment of their oligar- 
chy by means of that crime, the consequent right, 
duty and necessity of punishing those leaders, and 
cutting out of existence forever both their crime 
and the power grounded on it. 


6. The rebellion being constituted on the degra- 
dation and torture of millions of the subjects of 
the United States Government entitled to all the 
privileges and protection of such subjects, the 
consequent duty and necessity of immediately de- 
livering those millions from such torture, and 
protecting them from ever being returned to it. 

7. The direct command of God to do all this in 
his name, in obedience to his law as a work of 
humanity and justice, and immediately and direct- 
ly for the object for which alone he has ordained 
governments on earth. 





people have been,and still are, in the eyes of 











THE FIRST OF JANUARY, 1863, 


Our paper of to.day, bears the date of the New 
Year. ‘The Anniversary is always regarded an 
importent one. This Year it has been anticipated 
with more than usual interest,on account of the 
promised proclamation of freedom, to a large por- 
tion of the American Slaves, unless their rebel 
masters should have previously purchased a new 
national guaranty of protection in their rebellion 
against God and humanity, bya return to their 
allegiance to the Federal Government. As no 
general indications of their doing sv, have yet 
appeared, the Executive Proclamation has gener- 
ally been looked for, with confidence, notwith- 
standing the hopes of some and the fears of others, 
that the measure may be either modified or de- 
layed. There will be great disappointment if it 
is withheld,—Our paper necessarily goes to press 
before the fact can be officially announced. Deeply 
as we deplore the long delay that has been sutfer- 
ed, and the partial and inadequate application of 
the measure, even now ; together with the demor- 
alizing and degrading conditions upon which it 
was determined upon, we shall nevertheless hail, 
with devout gratitude to God, whatever degree of 
deliverance to the enslaved, or to any portion of 
them, shall be found to have resulted from the 
proclamation. 





Whatever the result may be, we 
shall be grateful for the privileze, and in the con- 
sciousness, of having contended for nothing short 
of the demands of justice, mercy, righteousness 
and truth. And we hope we shall never, while 
we live, cease urging those demands, till they 
are fully complied with, honored, and obey- 
ed. 

To the readers and patrons of the Prixcip1a we 
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New Years Presents. 

We would callattention to the card of W. A. 
Haywarp, in another colunn—a! gentleman with 
whom we have had a long personal acquaint- 
ance, and whose manner of doing business may 
be relied on, as just and honorable to those who 
may favor him with their patronage. 

PUBLISUER. 
—_—_—— 6 Goo 
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CONGRESS. 
MONDAY, DEC, 22. 


SENATE.—Outfit of Bank’s Expedi- 
tion.—The Vice-Prestpen® laid belore the Sen- 
ate a communication from the Secretary of War, 
in answer to an inquiry from the Senate in rela- 
tion to the chartering of the steamers Thames 
and Niagara for the banks Expedition. 

The conmunication states that Maj-Gen. Banks 
was authorized to procure his vessels from Comm- 
modore Vanderbilt of New York, but that no ofli- 
cial report has been received from Gen, Banks in 
regard to the matter. 7 

‘The Seeretary of War further states, unoflicial- 
ly, that he was informed that the vessels of the 
‘Janke Expedition” were inspected by G. I. Van 

Srunt, and the engines by G. HH. Haswell. 

The Secretary of War also states that Gen. 
Banks had full power in the matter, and that up- 
on the receipt of a report from him it would be 
transmitted to the Senate. 

Mr. Guimes offered the following, which, slight- 
ly modified, was adopted ; viz: 

Reecolred. That aselect Committee of three mem- 
bers Le appointed to inquire into and report to 
the Senate the facts in regard to chartering the 
transport vessels for the Banks Expedition, the 
seaworthiness of such vessels, and the character 





express our hearty wishes that they may enjoy “a 
happy New Year ;” and we hope they will remem- 
ber us, by improving the appropriate season for 
renewing their subscriptions, and extending the 
circulation of our paper, in their respective neigh- 
borhoods. 

The New Year invites a review of the past, and 
ealls for renewed Resolutions for the future. The 
years roll swiftly away, and brings us nearer and 
nearer to the close of our pilgrimage. What we 
have to do for our country, for humanity, for the 
cause of truth and righteousness, for the service 
of our Creator and Redeemer, here, in this world, 
must be done soon. Whatsoever our hands find 
to do, let us do it with our might. G. 


EE 
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WILL THE PROCLAMATION BE IS- 
Sees 
SUED? 

As our sheet goes to press before the fact will 
transpire, and as our readers will be anxious to 
anticipate it, we give the following letter from a 
prominent statesman, to one of the Editors of 
The Principia: 

Wasutnatosx, Dec. 26, 1562. 

My Dear Sir :—The President says that it i 
hard to move him from a position he has 
taken. He will stand by the Proclamation. 

Of this be sure. Slavery must die. 
ean save it—not the 
cracy. 


nee 
once 


rebellion—nor ever 
Faithfully yours, ~ 


That slavery must die, we have no doubt. The 
question is Whether the nation shall die with it. 
A cancer, at maturity, cannot last long. It is 
not certain chat the patient can. If the surgeons 
are careful to leave some of the roots behind, re- 
covery is scarcely possible. G 


r ’ nA te \4 ‘’ 4 
DEATH OF REV. DANIEL WORTH. 
We regret to announce the death of Rev. 

Danie. Worrn, of the Wesleyan Church, well 
known to the friends of freedom for his faithful 
testimony against slavery, in his native state, 
North Carolina, where he was laboring, as a 
Missionary of the American Missionary Associa- 
tion, and was imprisoned and otherwise persecu- 
ted, for his fidelity to God and humanity, and 
compelled to leave the state. 41 w ressis wie 
Union as it was” means the restoration ©f that 
condition of things, it is devoutly to be hoped that 
no such restoration may ever take place. If Gov 
Stanley is laboring for that object, the sooner he 
is recalled, the better. 

The Wesleyan, through which the intelligence 
of Bro. Worth’s death reaches us, gives the fol- 
lowing particulars. 

Our veteran friend Rey. Daniel Worth departed 
this life at New Port, Indiana, the 13th inst. The 
following note from his son-in-law, Dr. Woollen, 
reached us the 19th. 

Mr. Prinpie—Dear Sir :—Rey. Daniel Worth 
is dead. You are aware of his ill health for som: 
time past. Ile had improved much since you saw 
him at the Ind. Conference. He was attacked, two 
weeks ago, with a most malignant form of ery- 
sipelas. I attended him in connection with Dr. 
Perviance of New Port. All was done for him in 
the way of medical aid that could be, and I may 
add in every other way, for he was among 
friends: but allin vain. Ile died on the evening 
of the 15th inst., at 7 o’clock. 

Some friend may write a communication for 
your Paper, and it occured to me they might not 
have the above facts touching the case. 

Most Respectfully 
C. W. Woo.iey. 
Richmond, Ind. Dec. 16, 1862. 


P.S. Since the foregoing was set up, an ex- 
tended communication has come to hand from 
Rey. E. Coate, which will appear hereafter. It 
may be two weeks before we can publish it, as we 
are compelled to be absent from the office the pre- 
sent week, on business connected with the interests 
of the Book Concern. 


PROCLAMATION MEETINGS, 


From the Anglo- African, we learn that, in an- 
ticipation of the President's proclamation of Free- 
dom, on the first of January (this day) the follow- 
ing meetings are appointed to be held, to celebrate 
the glorious event, viz: 

I. At Brince Streer Mernopist Cuvurcn 
Brooklyn, on Friday Evening, Jan. 2, at 7 o’clock 
precisely. Speeches will be made by Wa. We.is 
Brown and Tizopore Tittox. Music by ror. 
Hami.ton, and a full choir of ladies and gentle- 
men. Admittance 15 cents. 

II. Ar Cooper Institute, in the Great IIall, 
on Monday Evening January Sth, commencing 
at 7 o'clock precisely. Rev. Hl. H. Ganyerr, 
will preside, assisted by numerous Vice-Presi- 
dents. Addresses are expected from Rev. Dr. 
Curever, Rev. Hl. H. Garnett, Pror. Wm. J. 
Wixson, Lewis Tappan, Esq., Rev. R. H. Cain, 
Joun Peterson Esq., WittiamM Weis Brown 
Esq. 

III. On the same night, a Graxp Emancrpa- 
tion Soiree will be held at Mozart Hatt, 663 
Broadway. Tickets, 25 Cents, sold at the office of 
the Anglo-African, 48 Beekman Street. 


Improvep Kerosene Lamp.—In this age of 
new lights, mental and material, it sometimes 
happens that the light is accompanied with an- 
noying smoke and unpleasant odor. The Kero- 
sene lamp in common use is a specimen and a 
symbol of these. We are happy, however, to say 
that the annoyance may now be removed. An 
excellent friend of ours, who seems to love the 
light better than the smoke, has discovered a 
method, so far as the Kerosene lamp is concerned, 
of separating the one from the other, removing 
the smoke, but retaining the light. We have made 
trial of his new invention, and find it to work 
admirably. It is so constructed as to be used 
either with or without the glass tabe or chimney, 
at pleasure. It emits a somewhat brighter light 
with the chimney, but bright enough for the 
ordinary lighting of o room in either case ; and, 
in neither way, accompanied with smoke. One 
of his varieties is furnished with a double cap, 
by means of which, when preferred, the light 
may be either intensified or mellowed. The ab- 
sence of the smoke carries with it the absence, 
almost or entirely, of the peculiar Kerosene odor. 
The ingenious inventor, J. E. AMBrosr, No, 255 
Pearl Street, New York, furnishes them at vari- 
ious prices, according to their size, construction, 


| and style of embellishment. G, 





of the men employed to navigate them, and that 
the Committee be empowered to send for persons 
and papers. 


Avrests.—-Mr. Powe v’s resolution, inquiring 
whether any person arrested had been required 
to take an oath not to sue those arresting them as 
a condition of release, was taken up and passed. 


State Prisoners.—Mr. Lane (Rep. Ind.) 
submitted to the Scvate some remarks on the bill 
to provide for the discharge of State prisoners 
and others, and to authorize the President to :us- 
pend the privileges of the writ of habeas corpus. 

He justified the arrests, and was answered by 
Mr. Saulsbury, when the bill was postponed. 

IN THE HWOUSh.—Pacification. Mr. 
VaLuanpicuamM offered the following, 

Resolred, That this House earnestly desire that 
the most speedy and effectual measures be taken 
for restoring peace in America; and that no time 
may be lost in proposing an immediate cessation 
of hostilities, in order to the speedy, final settle- 
ment of the unhappy controversies which brought 
about this unnecessary and injurious civil war, by 
just und adequate security against the return of 
like calamities in times to come; and this House 
desire to offer the most earnest assurances to the 
country, that they will in due time cheerfully co- 
operate with the Executive and the States for the 
restoration of the Union, by such explicite and 
most solemn amendment and provisions of the 
Constitution as may be found necessary for secur- 
ing the rights of the several States and sections 
within the Union under the Constitution. 


Protest vs: Indemnity Bill —Mr. Peys- 
DLETON (Dem., O.) offered a resolution that the 
protest and remonstrance of thirty-six members of 
the Ilouse submitted therewith, against the uncon- 
stitutionality and injustice of the bill recently 
passed, indemnifying the President and others for 
suspending the writ of habeas corpus be entered 
on the journal. 

On motion of Mr. Stevens, the resolution was 
laid on the table, 75 against 10. 


Territories —Mr. Asuiry (Rep., 0.) intro- 
duced bills proposing a temporary government 
for Idaho, and to enable the territories of Nevada, 
Utah and Colorado to form State Governments 
preliminary to their admission into the Union. 
Referred to the Committee on Territories. 


Billto emancipate slaves of rebels.— 
Mr. Bineuam introduced a bill for the emancipa- 
tion of the slaves of Rebels in the States and ‘l'er- 
ritories of the United States. Referred. 

Yr. Meacaae §7t Bsevsacas Miu. 
May (Dem., Md) offered a resolution requesting 
the President to communicate to the House a 
copy of the order of the Secretary of State, dated 
alout the 28th of November last, and which he 
caused to be read to the State prisoners at Fort 
Warren, forbidding them to employ counsel, on 
the ground that such a course would be deemed 
by the Government and the State Department, as 
a reason for prolonging their imprisonment. 

Mr. May said he wanted to know whether such 
prisoners were guilty of a crime for clinging to 
the privileges of the Constitution. 

The SPEAKER informed him that debate was not 
in order. 


O« ween 


On motion of Mr. Srrvens the resolution was 
tabled, by a vote of 63 against 48. 


Emancipation.—Mr.Bixcuam moved that 
the Committee on the Judiciary be discharged 
from the further consideration of the bill declara- 
tory of emancipation of slaves in Rebel States and 
Territories. 

Mr. Wickrirre—Oh! don't be in a hurry. 
Wait for the Proclamation. . 

The bill was read for the information of the 
Senate. It provides that all persons held in in- 
voluntary servitude or Slavery, except for crime, 
in any State or Territory of the United States, or 
any parts thereof, the people of which may be in 
insurrection on the Ist of January, 1463, shall, on 
the day and year aforesaid, be declared free, and 
forever released from the involuntary servitude 
or slavery aforesaid: and that the President of 
the United States shall by proclamation on that 
day declare all persons so held within such States 
and Territories in insurrection to be free, and en- 
titled to the protection of their personal Liberty 
according to the Constitution and laws, and by 
all persons in the civil and military service of the 
United States ; and that full compensation shall 
be hereafter provided by the United States to 
all loyal citizens whose slaves may be manumit- 
ted by this act. 

The question was taken, and resulted in a vote 
of 62 against 62. A two-thirds vote being re- 
quired, Mr. Bingham’s motion was disagreed to. 


Emancipation in Missouri--Mr. Wire 
(Rep. Ind.) from the select Committee on Border 
State Emancipation, asked leave to report a bill 
appropriating twenty millions to aid Missouri in 
emancipating her slaves, and that it be recommit- 
ted to the select Committee. Agreed to—77 
against 33. 

TUESDAY. DEC, 24- 

IN SENATE—Pacific Railroad.—-Mr. 

McDovuatt, by leave, introduced a bill for amend, 
ing the Act to aid -the Construction of a Rail- 
road to the Pacific ; which, after discussion, was 
referred to a select Committee. 
Mr. McDoveatt, Mr. Crark, Mr. Lane of 
Kansas, Mr. Wittey, Mr. Harvan, Mr. Harris, 
and Mr, WILKixson were appointed the com- 
mittee. 


Vessels for the Banks Expedition.— 
Mr. Have submitted the following which was 
agreed to. 


Resolved, That the select committee of the 
Senate appointed on the 22d instant, to inquire 
into the matter of chartering transport vessels for 
the Banks expedition, be also instructed to inquire 
into the manner of the employment of transports 
generally by the quartermasters of the Army, or 
by the agents of the War Department, the rates 
at which they were engaged, by whom, for what 
purpose, and for how ome a time. 


Soldiers at Delaware Election.—Mr. 
Savispury offered the following : 


q Resolved, That the Secretary of War be, and he 
is hereby, directed to inform the Senate whether 
armed soldiers were sent into the State of Dela- 
ware, to be present at the polls on the 4th day of 
November last, the day of the general election in 
said State ; and if so, by whose orders, upon 
whose application, the necessity, if any, for their 
being so sent, for what purpose they were sent, to 
what places by name they were sent, how many 
were sent, how many to each of such places, the 
names of the regiments or companies sent, the 
names of the officers commanding such regiments 
and companies ; and whether any, and, if so, how 
many provost marshals were or have been appoin- 
ted, and at what places, in said State, with their 
names, the necessity, if any, for their appointment, 
and the powers conferred upon them ; and that 
he communicate to the Senate all papers and 
orders in his Department relating to the sending 
of such soldiers into said State. 

The debate on the Resolution was arrested by 


the order of the day, viz. : 

The Bankrupt Bill, which was debated 
during the rest of the sittings, when, after an Exe- 
cutive Session, the Senate adjourned to the first 





Monday in January. 





IN lHE NOUSE.—Indian Annuities,— 
The Sreaker laid before the House ao communi. 
cation from the Secretary of the Interior, in com. 
pliance with the act of March 2, 1861, giving 
the amounts due the Chippewas, Ottowas and 
other Indians LOW residing in the State of Mich. 
igan ; Which was referred to the Committee on In- 
dian Affairs, and ordered to be printed, 


Internal Revenue.—Amendments to the 
Paw a0 sre disc P 
tevenue act were discussed and agreed to. 


Postal Money orders—Mr. Biaxe, from 
the Committee on the Post Office and Post Roads 
reported back House bill No. 602, to establish 
poctal money order system, with the recommen- 
dation that it do pags. 

The bill was read. It provides that to promote 
public convenience, and to insure greater securi- 
ty inthe transfer of money through the United 
States mails, the Postmaster General shall be 
thorized to establish, under such rules and re 
lations as he may find expedient and necessar 
uniform 


au 

eu- 
Vy, 4% 
money order system at all post othees 
which he may deem suitable therefor, and which 
shall be designated and kaown as “money order 
offices ;” and that it shall be the duty of the deputy 
postinaster at every money order office to issue. j), 
such manner and form as the Postmaster General 
may prescribe, an order for a sum of money py 

able by the deputy postmaster of any other mon y 
order office which the person applying there{:; 
may select ; and the deputy postmaster who iss; 
such order shall be required to send through th, 
mails, without delay, to the deputy postmaster «,), 
whom it is drawn, due notice thereof, and he sjyq!| 
not deliver such order to the applicant therefor 
until the latter shall firet have deposited with iy, 
the amount of money for which such order 
drawn, together with the proper charge or eo», 
mission therefor as hereinafter provided; and jy: 
shall not be lawful for any deputy postmaster ¢, 
issue a money order ov any other deputy post 
master without, having previously received ¢), 
money therefor ; and any person who shall yio)ar. 
this provision shall be deemed guilty of joc, 

meanor, and on conviction thereof shall be finuq 
in any sum not less than fifty nor more than fy. 
hundred dollars. : 


ly 


The bill was ordered to be engrossed, ani) read 
a third time : and being engrossed, it Was accord. 
ingly read the third time, and passed, and a y, 
tion to reconsider was tabled. 


Indian hostilities in Minnesota.- 

The call of committees for reports having Ly 
completed, the Ilouse proceeded to the conside) 
tion of the special order of the day, being |,j]] 
the Hlouse (No. 582) to annul and abrogate ; 
treaties between the United States and ce, 
bands of Sioux Indians in Minnesota. and. 


relief of the sufferers by the outbreak and dey 
e . = . rf i 
dations committed by the said Indians reporte | 
from the Committee on Indian Affairs, with a: 
amendment in the nature of a substitute. 
State Richts &c. In Committee of 4] 
Mr. Au.en of Illinois delivered a spe: 


on the following, submitted by him. 


Lig) 


whole 


“Whereas there have been imported into t} 
State of Illinois, under the semblance « f Fed 
authority, several thousand negroes ; and wher 
such importation was in violation of the const 
tion of said State, and the legislation and rey 
edly expressed sentiment of the people ther 
Therefore, 

“Resolved, That the Committee on the Jud 
ary be instructed to inquire into the right 
Federal authorities to thus set at defiance thi 
stitution, laws, and sentiments of the peopl 
sovereign State, and report what action ca 
legally taken by the Federal Government in 
to bring about the deportation of said negroes 

Ile maintained that negroes and mulatto 
not be-citizens of the United States, 


The House adjourned to the first Monday 
January. 
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Tik WAR. 


SATURDAY, DEC, 27, 


Army of the Potomac. 
has issued the following address to the 
FExecttive Mawsstoxs, Wasutnatoy, Dec. 22 
To the Ai my of the Potomac 

lL have just read your Commanding 


elimnary report of the battle of 


The President 


Army 
182 


7 - 
Gi hnerais 
Frederic} 
vou were not successful, 
nor the failure othe 
Phe courage with which vo 
sitac cd @ha wemteoat agaist t 
{the consummate skill and 


h you crossed and recrosss 











tan error 


¢ of the enemy. show that 
ics Ol wa great army, w 
7 ry to the cause of the « 
and of popular gov ‘rnment. Condoling wit 
mourners fon dead, and sympathizing 
the severely wounded, I congratulate you 
the number ot h is comparatively s | 
tender to you, officers and soldiers, the than] 


the nation. Signed. Apranam Linco. 


will yet gi 


STL 


7.000, ; ut one half of whom are 
No chang: has t 
place in the position of the army. The 


are still active on the other s 


treatin 


ide of the river, dig 
iments, and 


ging entren throwing up eart 


works. Tuesday night, a force attempted 
Port Con- 


a body ot Pennsylvania caval 


cross, on rafts, fourteen miles below 
way, and capture 
ry; but timely information of the movement was 
received from the blacks, and they were driven 
rack, greatly discomforted. General Butterfield 
is superc 


ed by General Meade, in commani of 
Gen, Wadswor th has at 


1 
the Fifth Army Corps. 


rived at Falmouth. 
Victory in North Carolina, 
ter is wide awake 


Gen, | 
We published 
sunt of the victory at Kinst 
The laconic dispatch which we give here arriy 
just too late for insertion : 


and active. 


our last, his ace 


Heapguvarters, DepartMENT or Norru / 

Carnorina, Dec. 20, 1862. \ 

Muajor-Gen. Halleck, General-in-Chief, Wash: 
ton: 

My expedition was a perfect success. 

I burned the railroad bridge at Goldsboro « 
Mount Olive, and tore up several miles 
track of the Wilmington and Weldon Railroad 

We fought four engagements, viz: at & 
west Creek, Kinston, White Hall, and Golds! 
and whipped the enemy handsomely each tin 

J. G. Foster, 
Brigadier-General Commanding 

General Foster has since paid a flying visit 
Washington, and it is said he is to be reinfor: 
that he may be enabled to push his advanta, 
His force has been much smaller than that of t 
rebels. He depicts, in glowing colors, the ga ‘ 
lantry of his men. 

Winchester, Va., has been occupied ) 
Col. Keyes. The Winchester railroad is co! 
pletely destroyed by the rebels. Great desti! 
tion prevailed. 


Skirmish on the Blackwater. 4 ¢:* 
patch from Fortress Monroe informs us of ano- 
ther skirmish with the rebels on the Blackwate! 
on Wednesday. It appears that Lieutenant © 
onel Stietsell, of the Eleventh Pennsylvania ¢4v- 
alry, met the enemy at Joiner’s Bridge, four miles 
above Franklin. He drove the enemy's picket 
on this side of the river, capturing four of thet 
pickets, one cavalry man and horse, and three 1!" 
fantry soldiers and their arms. Colonel Stietse! § 
advance, with their carbineers, under Lientena"! 
John S. Ropes, first engaged the enemy at short 
range. Finally, discovering the enemy in super 
ior numbers above and below them on the rivels 
with his inferior force of four small squadrons '" 
peril of being flanked, Colonel Stietsell withdrew 
at once, and without loss.—Herald. 


Destruction of Rebel Salt-works 
On Dec. 14, Capt Birch, with about one hundred 
men, succeeded in destroying the rebel saltpe™ 
works, at Yellville, Ark. He took Capt. Fr. © 
MeNamara and twenty-three men prisoners, de < 
troying about thirty stand of arms, five handre 
pounds of dried beef, and a complete supply o 
provisions for the winter for a full comp"). 
burning five good buildings, K&c., &c., belonginé 
to the works. There was a fine steam engine,” 
eight horse power, ten kettles containing 0” 
hundred and twenty gallons each, sixteen nil 
taining fifty gallons each, six large tanks, we 
sets of blacksmiths’ and carpenters’ and ee 
tools, together with $6,000 worth of saltperre. 
The capacity of the Cave was such as to omnp Kf 
one hundred hands, turning out four hue 
pounds daily, which the Confederate Governme 
valued at forty cents per pound at the Cave. *"” 
works cost the rebels $30,000. They were i. 
pletely destroyed, by order of ‘Capt. Birch— ht 
men wielding the sledge hammers with mg 
good will, in breaking the enormous kettles #2 
engine in pieces.—Jimes, 
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MONDAY, DEC, 29. 


Arrival of the Ba 
Now Orleans. Gen. Bank 
iy the arrival of the steamship 
. dates from New Orleans to Dee. 18. Gen. 
ached that city on the evening of Dee. 
nee superceded Gen. Buller in com- 
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ud. The following i3 


Gen. Banks Proclamation. 

ens DEPARTMENT OF THE GULF, | 

New Ortxans, Dee. 16, 1862. | 

Joadience to orders from the President I 
ned comm ind of the Department of the 

suines - 

is added, by his special order, the 


jicape 


ns ‘ 
to Which I 
of ‘Texas. 
duty Wi 
_ = +} i ie 
iy the Te 


lth 


d States 


nks’ Expedition at | 
sto supercede Buller. 


th which I am charged requires | 
storation of the government 
It is my desire to secure to 


First: That all the commissioned officers in the 
command of said Benjamin F. Butler be declared 


_ not entitled to be considered as soldiers engaged 
| in honorable warfare, but as robbers and ecrimi- 
nals deserving death ; and that they, and each of 
' them be, whenever captured, reserved for execu- 
| tion. 


Second: That the private soldiers and non- 
commissioned officers in the army of said Butler, 
be eonsidered as only the instruments used for 


| the commission of crimes perpetrated by his or- 
ders, and not as free agents; that they, therefore, 
| be treated, when captured, as prisoners of war, 
| with kindness and humanity, and be sent home on 
' the usual parole that they will in no manner aid 
| or verve the United States in aay capacity during 

the coutinuance of this war, unless duly ex. 
changed. 


Third - That all negro slaves captured in arms 


be at once delivered over to the executive au- 
thorities of the respective States to which they 


f every class all the privileges of belong, to be dealt with according to the laws of 


an 1 enjoy 


{ it 


se who are 


f public satety 


1 in body or estate 


, 
‘ninent does not 


Which aticn l 
d. Ta the disl yal States deso- 
mpire on the sea and on the 
e war is an abiding sorrow, but not 
ity. [ts cities and towns are increasing 
1, Wealth, and power. 
‘ h alone compensate in great part 
lecimations of battle. 
{ his department who are disposed 
fortunes and their lives upon resist- 
t, may Wisely reflect upon 
surround them 
Mississippi is the chosen seat 
product, and power, on this conti- 
s twenty-five millions peo- 


vernmen 


or your own 


Major-General Commanding. 


1¢ ’ 1 } 
1 _ I take ic 


l reet you, my braye 


his word—er 


eht IT have. 


You haye deserved 


Without @ murmur 


1 » most drene 
} f ry ta 


1 had so ] 


breast deey 


\t your 


by your diseiplir 


ity-five 
ri 

treasury nearly a half a 
pplied 
‘ tha ) 

mn t < hy 

You have fi 
} lren of y 
into friends t 


+ 
Lives 


vy 


When 


By your pr 
thi 


slave. Hailing you as 
to aid you as willing 
or, using the tactics t 
mies, to fight with you in the field. 

*y steady attention to the law 
have stayed the pestilence 
ments in the hand of ( 
the necessity that Hi 
laws, and reaping Ili 


1 


healthly climate 
fuller than thos 


You have met 
and defeate 


further enlarge upon this topic. 


here to do that. 


I commend you to your commander. 


worthy of his love. 


Farewell, my comrades—again farewell ! 
Bens. F. Burier, 
Major-General Commanding. 
Gen. Banks immediately despatched a fleet up 
the Mississippi for the capture of Baton Rouge, | there, 
which city surrendered without resistance. 
It is expected that Gen. Banks is to act in con- 


nt which are consistent 
it is possible for a 
yerument to conter, 

trust with which 


( or While 


“eS 
i the l 


| Jand forces. 
ire me to treat as enemies 


No restrictions 
freedom of individuals 
vely demanded by consid- 
wat while their claims | 
erally considered, it is due also to | 
. the government | 
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rofit by the prolon- 
\il contest or the private or public 


its fertile rivers. 
» waters of the Ohio, 


neration basely 


central and upper valleys, 
in the affluence of 
and i 


& peer among the nations of the 


ties in this depart- 


uu by this final or- 
ih] 

] ! Ss1uie f 
ts vering hundreds of miles of the fron- 
rritory than some of the king- 


ideared as you are as a commu- | 
Se eae : : 
ms, hardships, dangers, victories, : 2 

military and civil—is the only sorrow- joined at Lee's Creek, three miles south of the 


desolate that bunishment to 
i every care and comfort possible, has 
led punishment inflicted upon 
! and most insulting enemies. 

isle transportation that but a hand- 


ment on a sand bar so 


advance to compel submission by the 
f the rebellion, while ot waded 
up, and foreed the surrender of a fort deemed 
regnable to land attack by the most skillful 
\ of your country and her enemy. 
occupation, order, law. quiet, and | 
With the bravos of | 
score of years, during the 
audest poace, human life was scarcely safe 


porce sprang to this city, filled 
nations, where, for ; 


ne 


| j best 
ol tue American soldier t 


: , and enchuined the 
mn Ol those that came to scoff 


you have given to your « 


yourselves with the needs of your | 
" . » 24° ~ | 
ir expedition has cost your govern- | 
four-fifths than any other. — 
d the starving po * frightened, 

; Sti oor, the wives and | tala ; : , . . 
4 sae and Hindman is on the other side of the river, with 


our enemies, so converting enemi 
de ) g enemies | |. : : : 
: | his whole force, unable and unwilling to engage 


hat they have sent their re 
to your Congress, by 
entire numbers from 
you entered, you were 
there was “no one to raise ye 


presenta- 
a vote greater than 
districts in Which, | 
tauntingly told that 


sof health you 
, and, humble instru- 
iod, you have demonstrated 
8 creatures should obey his 
8 blessing in this most un- 
7 have preserved your ranks 
, ; . 
ab oa ay — other battalions of the 


double numbers of the enemy 


You are 


said States. 


Fourth: That the like orders be executed in 


all cases with respect to all commissioned oflicers 
I of the United States, when found serving in com- 
1 rely upon the cooperation and | pany with said slaves in insurrection against the 

: aud well-disposed people, and | authorities of the different States of this Confed- 
‘wrorest of those dependent up- 
Oa al peace, as well as upon the sup- | 

ear | ents, and caused the seal of the Confederate 
sity States of America to be affixed thereto, at the 
adaa but | shall gladly regard | City of Richmond, on the 23d day of December, 
in the year of our Lord 13862. 


| eracy. 


In testimony whereof I have signed these pres- 


JerreRson Davis. 
By the President: J. P. Bensamin, Secretary of 
State. 


General Foster returns to his command— 


now an independent department—with power to 


carry On military operations on a much more ex- 
tensive scale than ever.— World Cor. 


Rebel cavalry repulsed.—Twenty-five 


| hundred rebel cavalry, with six pieces of artille- 


ry, under command of Fitzhugh Lee, attacked our 
forces at Dumfries, on Saturday afternoon, and 
after a brisk fight of some three hours were re- 
pulsed, and retreated toward Warrenton, our 
cavalry in pursuit. Our loss was slight. It is 
believed that the rebels subsequently encountered 
a portion of Gen. Slocum’s command, at Wolf 
River, as cannonading was heard in that direction. 


| We also have a rumor that the rebels yesterday 


surprised a party of our cavalry at Occoquan, this 
‘ 


side of Dumfries, and eaptured several supply 
wagons.— Ties. 


Stkirmishbing in the Southwest.—-An- 
other demonstration on the Louisville and Nash- 
ville railroad has been made by the guerrilla 
John Morgan. He entered Glasgow on Wednes 
day with a force of three thousand cavalry. He 
was opposed by three companies of the Second 
Michigan cavalry, but the latter finally fell back 
to Manfordsville. On Thursday the rebels, who 
had advanced to Bear Wallow, near Cane City, 
were attacked by a force of our troops and driven 
off, after damaging the railroad to some extent at 
Glasgow Junction. Several rebels were captured 
during the skirmish.—- Times. 


TUESDAY, DEC. 30, 


Opening of the Mississippi. 

Curcauo, Dec. 29. 

A report has reached Memphis, that a heavy 
Federal force has ascended the Mississippi, from 
New Orleans, the naval portion of which is un- 
der command of Admiral Farragut; that Port 
Hudson has fallen into the federal hands. and 
that the fleet has reached a point twelve miles 
below Vicksburg. 

fhis reported advance is confirmed by the 
Vicksbure Wa iy of the 18th. 

Wastmatos, Dec. 29. 

The news from Admiral Farragut’s fleet, an- 
nel ycapture of Port Hudson, and the 
lyance of the foree to within a few miles of 
Vicksburgh, is hailed with joy, as a partial re- 
sult of the grand plan for opening the Mississip- 
piriver. It is arranged to have Admiral Porter's 
o-operate with Admiral Farragut’s, in the 
attack on Vicksburg, and no doubt at all is felt 
ofa successful issue. If things go on as is ex- 
ected, the river will be open by the first of Jan- 
iy—a pleasant offset to the Emancipation Pro- 


clamation. 


heel 
pr 
u 


Port Hudson is a small village about 25 miles 


above Baton Rouge.) 


Important from Arkansas. 4 bold 
| dash. Union victory. 


Favyervitir, Ark., Dec. 29, 1862. 

One of the most difficult and daring raids of 
the war has just been made by a part of the 
Army of the Frontier. Saturday, Gen. Herron 
started, with a portion of his cavalry and infant- 
ry, for the other side of the Boston mountains. 
Gen. Blunt left Cane Hill, at the same time, by 
another route. 

The columns, about 6,000 strong, went in light 
marching order, with six days’ cooked rations, 
and marched 42 miles, without stopping. Gen. 
Herron took two batteries without caissons. 

The artillery, and baggage wagons, were 
drawn across the mountains by twelve horse 
teams. At daylight, yesterday, the commands 


mountains, Where the cavalry and artillery, num- 
bering 2,000, started for Van Buren, leaving the 
infantry to follow, as fast as possible. Rebel 
regiments of cavalry were encountered at Drip- 
ping Springs. 

After a sharp skirmish, they were put to flight, 
leaving seven killed, and many wounded, on the 
field. Our loss was none killed, and but few 
wound: d, 


emmy. 


i ss a oe noes ‘mands inlets imei Tia ‘x- 
With a military chest containing but | es and horses, were also 8 ized. The full ex 
dollars, from the hoards of = wabel tent of the captures, is not yet kn wh. 
eet swale | When the messenger left, the infantry and 
illi , “Y * | artillery were about eight miles in the rear, has- 
million of dollars. and | . a z 5 ‘ “ le 
| tening forward, as fast as the nearly impassible 
roads would allow. The people of that section 
| were taken entirely by surprise, and terribly 


5D 


us 





phis his base of supplies.”’ 





junction with Admiral Porter, in the work of re- | bels were worsted, is also reported. 


Opening the Mississippi. 

Proclamation of Jefferson Davis.— 
His rage and terror as the First of January ap- 
resident” Davis has issued a proc- 
which, after enumerating at length 


Proaches,—“p 
1 ton. } 
amation, in 
what he con 


United States ( 


lows: 


Now, therefore 


in attestation that 


the passion of reyen 
yield to the solemn 
ry severity, crimes o 
victims, do issue this, m 


virtue of my authori Cc 
the armies of the Confederate § 


Siders the “ 
perpetrated by Gen. But 


1Overn 
rebels—among which 


Mumford, the sequestration order 
Act, and the Emancipation Pro 
most prominent—he delivers himself 


, I, Jefferson Davis, Presid 
of the Confederate States of America, ro 


by their authority, and acting 


appealing to the Divine Judge 
eir conduct is not guided by 
e, but that they reluctantly 
y of redressing, 


by necessa- 
f which their citiz ~ 


ens are the 
Y proclamation, and by 


do order ; 














#s Vommander-in-Chief of | escaping in the direction of Leesbur , despite all 
pceature oi | 


efforts made to them.— Wor 





Our forces immediately followed the flying 

; ° rahale "an Puen *hara « " . i tharge 
» in the marshes which surround St, TePels, to Van Buren, where a splendid ch urge 
was made, led by Gens. Blunt and ILerron, in per- 
sOn, resulting ina complete victory over the en- 


The rebel cavalry rushed aboard some steam- 
boats, and escaped to the other side of the river. 
Two steamers, and over 100 prisoners (among 
them several officers, and Hindman’s express 

| messenger), were captured. A third boat was 
run ashore, which, with those that took the reb- 
els across the river, will be destroyed. A large 
| quantity of corn, camp equipage, transportation, 


’ 

MISCELLANEOUS, 
Depredations of the Alabama. Cap- 
ture of the Steamer Ariel.—Tho Steamship Ariel 
~ . e ’ 
Capt. Jones, from Aspinwall, arrived at the port 
of New York, on Saturday night. She was cap- 
tured on her outward passage, by the rebel 
Pirate Alabama, near the east end of Cuba, but 
was released on giving bonds to the sum of 
$228,000, as aransom. Her arms and ammuni- 
tion were taken, and her marines paroled. We 
copy the Tribuae’s account of the affair. 
The Ariel was overhauled on the 7th when passing 
the eastern cape of Cuba. At that point she saw a 
bark-rigged vessel, close-reefed, lying under the 
high land. As there was nothing in her appear- 
ance indicating her to be a steamer, her smoke- 
pipe being down, no suspicions were aroused, 
till in a short time she had furled her sails, rais- 
ed her smoke-stack, and was rapidly nearing 
under steam, the American flag flying at her 
peak. Such was her speed that in half an hour 
she had come up within half a mile, when she 
fired a lee gun, hauled down the American ensign 
and ran up the Rebel flag. No attention was 
paid to the summons, and the Ariel was pushed 
to her utmost speed. She then sailed across the 
Ariel's wake, took a position on the port quar- 
ter, and fired two guns almost gimultancously— 
one shot passing over the hurricane-deck, and 
the other hitting the foremast, and cutting it 
half away. Captain Jones gave orders to stop 
the ship and haul down the ensign. A boat then 
put off, and the boarding officer came aboard, 
demanded the keys to the specie-locker, together 
with the ship’s papers and letters, and informed 
the Captain he must be in readiness to go on 
board the Alabama with him, where he was de- 
tained as a hostage until the next day. The 
money in the ship, amounting to $5,500, was 
taken off, and a prize crew put on board. The 
officers and marines on board the Ariel were 
paroled, and their arms taken. Both vessels lay 
off the Cape during the night aud part of the 
next day. On the afternoon of the 9th, the 
Ariel’s sails were thrown overboard, and the 
steam-valve taken away, in order to prevent her 
escape should the pirate give chase to any other 
vessel, as they were expecting to capture the 
Champion also, and had been lying in wait for 
several days for that purpose. Both vessels 
were then headed for Kingston, and on the 9th 
inst., arrived off Point Moraut. Near this point 
the Alabama gave chase and boarded a vessel, 
from which some information was received which 
induced Capt. Semmes to again change his mind, 
and take bonds for the Ariel and Cargo, permit- 
ting her to resume her voyage. The bonds given 
were for $228,000, payable in 30 days after the 
acknowledgment of the Southern Confederacy. 
The Ariel then continued her voyage to Aspin- 
wall, and returned in safety, but did not bring 
the treasure there ready for shipment. 
Conversation of passengers on board the Ariel 
with some of the Alabama's men, brought out 
the fact that“ they had been shipped in Liver- 
pool, by the British Government officer, at that 
port,’ and that the character of the vessel was 
well known in England at the time. Capt. Jones 
states that the only ship which Capt. Semmes (of 
the Alabama) fears, is the Vanderbilt, that there 
is no other that he “ cannot whip, or run away 
from.” 
Commodore Vanderbilt thinks the Ariel might 
have defended herself against the pirate. The 
reason of the Ariel for surrendering, is that she 
carried a large number of passengers, among 
whom were many women and children, whose 
life a resistance would necessarily imperil. 
Astounding Developments.—Licut.- 
Col. S. U. Lathrop, on the 27th day of November, 


York Volunteers, Col. McMartin. lis report 
shows that the regiment was armed with the 
Austrian musket. The public will be astonished 
to hear that this inspecting officer also reported 
without ever having been in use ; 
entire remainder, were worthless /—-that not halt 
of these could be tired at all, and that those that 
diers, as to kill the ene my. 

From an oflicer of the regiment, we learn that 
it was the common practice of the mem returned 


from picket duty to discharge their dampened 


a bayonet or a stone! 


of the most painful character. 


Trib. 


post at the time of the arrest.—Trib. 
Emancipation in Missouri. ' 

Jerrerson Crry, Monday, Dec. 29, 1862. 
The Legislature met, to-day. L. C. 


President, which was unanimously adopted. 


that place, from the Pacific coast.—Herald. 


inspected by order, the arms of the 153d New- 


that out of 800 muskets, 134 were broken, 
that 666, the 


would go off would be as apt to damage the sol- 


pieces by striking the caps on the nipples with 
They could not be dis- 
charged by any amount of pulling upon the 
trigger. The armanent of this regiment, liable 
at any moment to be brought face to face with 
the enemy, suzgests doubts and apprehensions 
' . These never 
could have arisen, if the policy once established 
of supplying our army by contract with experi- 
enced and responsible American mechanics, with 
exact and“ interchangeable” copies of the Spring- 
field musket, the best arm in the world, had not 
most unwisely been departed from.— Wash. Cor. 


Ex-Prisoners, vs: Gen. Wool.—A num- 
ber of ex-prisoners from Fort Lafayette, mostly 
Marylanders, have instituted proceedings in the 
Superior Court of Baltimore, each to recover 
$20,000 damages, for alleged false imprisonment 
and detention in Fortress Monroe, from Major- 
General Wool, who was the commander of that 


Marvin, 
Radical Emancipationist, was elected Speaker of 


ihe House by 24 majority. J. B. Pratt, Emanci- 
pationist, was elected Secretary of the Senate, 
Mr. Richardson, in the Senate, introduced a res- 
olution declaring that all Emancipationists are 
favorable to compensation, as enunciated by the 


The Navy Department has sufficiently 
waked up to the necessity of protecting the 
treasure from California, on the Gulf, and at the 
suggestion of Senator Latham, has ordered the 
armed steamer Connecticut to leave Hampton 
Roads, on the Ist of January next, for Aspin- 
wall, to bring to New York all the treasure, at 


of the War, which was instructed to investigate 
the facts concerning the recent battle at Freder- 
icksburgh, has reported. 
entirely, of the testimonies of Major-Generals 
Burnside, Sumner, Franklin, and Hooker, Briga- 
dier-Generals Woodbury, Haupt, and Meigs, 
and Major-General Halleck. 
offered. From the testimony, it would seem that 
the failure was mainly owing to the misunder- 
standing by which the pontoons were delayed, 
and a misapprehension of the strength of the en- 
emy. Gen. Burnside says that, at the time he 
was called upon to assume command of the Army 
of the Potomac, he expressed, freely, his convic- 
tion that he was incompetent to the task. Blame 
does not seem to attach to any of the officers, 
who appear to have done their duty, to the best 
of their abilities. 


The pathway to the Arkansas River has now 
been opened, and, if the gunboats wlll open the 
lower end of it, the Winter's work of the Army 
actical philanthropy you haye won of the Frontier is clearly marked out, 
confidence of the “oppressed race” and the 
deliverers, they are ready 
servints, faithtul laborers, 
aught them by your ene- 


Position of Gen Grant.—It is now stated 
positively that Gen. Grant has fallen back to the 
north side of the Tallahatchie, and that the main 
body of the army arrived at Holly Springs several 
days ago. “It is supposed,’ says the despatch, 
“Gen. Grant will open the Memphis and Charles- 
ton railroad to Grand Junction, and make Mem- 


million dollars stolen-One thousand persons im- 
plicated.——Since the first of November an investi- 
gation into the frauds which have been practiced 
upon the government since the commencement of 
the war, has beea in progress in this city. 


Rumors of army movements and skirmishes 
in the southwest are as thick as black berries, but 
d him in the open field, but I need not | ®t@ contradictory and unreliable. One is that 
You were sent | Knoxville, Tenn., is captured. 





Another, that 
Morgan attacked a small Union force at Eliza- 


bethtown on Saturday,and probably captured 
them. Still another reports that the notorious 
guerilla has destroyed the trestlework on the 
Louisville and Nashville railroad, at Muldraugh’s 
Hill, and captured 600 Federal soldiers stationed 
It is also stated that Gen. Rosecrans’ 
forces have driven the rebels into Murfreesboro. 
A skirmish near Grand Junction in which the re- 


It is unneccessary to burden our eolumns with 
details of reported movements which the next 
telegram may contradict. If anything of impor- 
tance is accomplished, reliable intelligence will, 
in due time, be received, and our readers will be 
outrages and atrocities” | furnished ER Re ee eee. 
ler in particular, and the 
ment in £eneral, upon the 
& of the traitor, 
» the Confiscation 
are the 
as fol- 





Virginia—The raid on Dumfries—Full 
particulars of the rebel raid on Dumfries are re- 
ceived. Early Saturday morning a force of rebel 
cavalry, with a battery of artillery, appeared be- 
fore Dumfries, having previously cut the wires 
connecting that place with Falmouth. After a 
brief engagement they drove off our troops. Mean- 
while Gen. Geary, by orders from Washington, 
hastened to Dumfries and routed the rebels, who 
then moved to Occoquan, where they had a slight 
engagement with our forces, but gained no advan- 
tage. They next went to Annandale, via Burke's 
Station, where they spent Saturday night, finally 


The Senate Committee on the Conduct 


The report consists, 


No comments are 


The government frauds— Nearly a 


The special commissioner appointed to make 
the investigation is H. 8. Olcott, who has been 
provided with interpreters, clerks and detectives. 

The results of the inquiry show that out of the 
sixteen hundred thousand dollars ($1,600,000) 
which have been paid out in this city alone, from 
the special appropriation of $20,000,000 made for 
the recruiting, organizing and drilling of volun- 
teers, nearly one-half has been paid on fraudu- 
lent accounts. 

The inquiry has also developed the means by 
which these frauds have been accomplished, and 
show that nearly one thousand persons have been 
engaged in them--not all of whom, however, are 
criminally implicated. 

About the Ist of September, 1861, the first 
money paid under appropriation was received by 
Colonel Sacket, a mustering and disbursing officer 
in this city, and so soon as it was known that bills 
of contractors for subsistence and lodging of 
volunteers, who had not been mustered into the 
service, could be paid without going through the 
ordinary course, such an army of claimants came 


three or four days. 


Soon afterwards, one hundred thousand dollars 
were received and paid out in like manner, but 
the demands increased so rapidly that the funds 
were never sufficient for their payment. 

The mode in which the frauds were committed 
was as follows; Under the regulation for the 
disbursement of the funds appropriated the certifi- 
cate of the colonel of the regiment and that of 
the special contractor only were needed, unless, 
in the opinion of the disbursing officer, a fraud 
was contemplated, in which case the bills were 
certified under oath. 

The scarcity of funds and the accumulation of 
bills, however, rendered it impossible for honest 


forward as to exhaust the funds in the course of 


were often compelled to wait for weeks, if not 
months. 

The brokers then came in, and offered to take 
the claims at a discount, and frequently the bills 
were bought at twenty-five per cent. of their 
value. The claims, which were principally for 
subsistence and lodging, were nearly all present- 
ed by Germans. 

These men did not understand the regulations, 
and feared that they would never receive any- 
thing, and therefore took the money which was 
offered them by brokers who could afford to wait. 
But the contractors, not content with receiving 
the large amounts which they gained in this 
manner, instituted a plan of obtaining claims 
which were in part or wholly fraudulent. They 
induced Germans who had subsisted troops to 
sign bills in blank, and in some cases men who 
had never subsisted any troops, signed bills which 
amounted tv thousands of dollars. 

The brokers employed “ runners,” who assisted 
in getting up these bills, and they or the “ run- 
ners,”’ frequently counterfeited the signatures of 
the Germans. In one case Lindenmuller, of the 
Bowery, kicked out of his place the man who 
presented a claim for his signature, and retained 
the papers, in evidence against him, which are 
now in possession of Mr. Olcott. 

This Commission is not authorized to punish 
the crimes which may be discovered, and which 
it is not now permitted to develop in detail ; but 
the citizens who have been engaged in the frauds, 
will be handed over to the civil courts for trial, 
and the officers of the army who are implicated, 
will be tried by court martial.—Post. 


The Hon, Schuyler Colfax left town, 
yesterday, for Washington, the pressure of De- 
partinent business necessitating his return before 
the close of the holidays. Mr. Colfax is very 
generally spoken of, for the Speakership of the 
next House.—T'rib. 


The old Sloop-of-war Saratoga reach- 
ed Philadelphia, a few days since, from the west 
coast of Africa. She has captured two slavers 
since she left. Being an old and an old-fashioned 
vessel, she will hardly be put in service again,—— 
Trib. 

The Governor elect of New York, lloratio 
Seymour. will be inaugurated on Thursday, Jan. 
1. The Legislature will convene on Tuesday. 
Jan. 6. The Senate, having been organized last 
Winter, will be ready to proceed to business, but 
the Assembly will have to elect all its officers. 
doth parties are sanguine of carrying the organ- 
ization.— Trib. 


* More Rebel Privateers.—The Alabama 


is likely to be aided soon by another famous 
rebel privateer which has eseaped from a_block- 
aded Southern port to prey upon the commerce 
of the North. By our advices from Havana, 
published this morning, it will be seen that the 
steamer * Florida,’ otherwise and better known 
as the “Oreto,” has sueceeded in escaping from 
Mobile, with a crew of one hundred men, having 
run tiie gauntlet of the blockade in the darkness 
of night. This vessel and the two others repor- 
ted by Captain Starrett, of the ship Lizzie South- 
ard, and Captain Weaver, of the bark Martha’s 
Vineyard, will increase to four the number of 
piratical crafts now scouring the seas for the de- 
struction of our richly laden argosies.—Heruld. 


The Great Eastern has been fully re- 
paired, and is now pronounced seaworthy. 


Gen. Wool has been relieved of his com- 


mand at Baltimore, and Gen. Schenck appointed 
in his place. 


The trial of Gen. Porter steadily pro- 
gresses. Certain telegraphic dispatches, which 
he had ordered destroyed, have been discovered, 
and promise to shed no little light on the subject. 


New London is to be honored with a new 
Navy Yard, 


Kentucky pronounced “loyal.”—Gen. 
Grant has issued an order respecting Kentucky, 
that as the State has fulfilled the requirements of 
the Constitution of the United States, and laws of 
Congress, by choosing loyal men to fill the State 
offices and execute the laws, the military authori- 
ty is prohibited from any interference, and is not 
to be used except to suppress riots, and mob resist- 
ance to the laws. All civil authority that can be 
executed at military posts will be permitted. An- 
other order is to the effect that after Dec. 15, Ox- 
ford will be open for trade and travel.— Times. 


Garibaldi writes to a friend, in reference to 
our war, that he “is at a loss how to understand why 
a nation like the American Republic, with such 
absolute and soul-inspiring declarations of free- 
dom engrafted in her Constitution and laws, 
should be so regardless of the dictates of humani- 
ty, and the enlightened civilization of the nine- 
teenth century, as not to have slavery, the barbar- 
ous relie of a barbarous age, at once and forever 
abolished.” 


New material for paper.—A_ corres 
pondent of the Evening Post proposes forest 
leaves for the manufacture of paper. 


Union Gunboats at the Bahamas— 
The appearance of the Union gun)oats at the 
Bahamas (Abaco) has raiseda great excitement 
among the British officials. Lermuda is also in a 
twitter about Admiral Wilkes, movements. We 
do not hear that the presence of Confederate 
— or blockade-runners is at all disagreeable. 
—Trib. 


Paper Making.—The Rochester Union has 
purchased the Livingston paper Mill at Danville, 
New-York, where the proprietors intend manu- 
facturing their own paper, and thus avoiding the 
combination prices. In announcing the fact, the 
Union advises the proprietors of other journals 
to dothe same, and says there are plenty of 
paper mills for sale-—Heralud. 





FOREIGN. 

encima 
Europe.—The Europa and Cry of Glasgow 
hare arrived.—The London Emancipation Society 
has issued the following circular. 


Lonpon Emancipation Society, 
65, Firer Steerer, Ke. C., 
Dec. 9, 1862. 
LEV, AND DEAR Sir, 

We beg very respectfully to urge upon you the 
propriety of giving prominence to the subject of 
Negro Emancipation in the Religious Services, 
which, in this country at least, always herald the 
advent of a new year. President Lincoln has 
appointed the Ist of January 1868 as the day on 
which he will, by virtue of the powers vested in 
him, declare Slavery to be abolished in the Rebel 
States. ‘That day will form the commencement of 
a new cra in American history—an era in which 
the whole power and authority of the Federal 
Government will be employed, for the first time, 
to effect the overthrow of a system that embodies 
in itself every iniquity known to man. Itis, there- 
fore, we think, aday eminently worthy of special 
recognition on the part of the great religious 
communities of England. Every section of the 
Christian Public cannot fail to rejoice in the 
prospect of the Slave’s deliverance, and to pray 
that Divine Providence may bless the efforts of 
those who are endeayoring to uproot, at once 
and for all, an institution which has sought to 
degrade to the level of brutes four millions of 
human beings. We ask then, that, in your New- 
Year's Services, Ce Sete, of tr a 
; cially remembered ; an 
ey “i cn and chapel throughout Great 
Britain an aspiration for their speedy release 
from captivity may rise to a just Heaven, 

We do not appeal to you from any political 
motiye, or for any mere party object. We ask 
only that, in this crisis of the Negro’s fate, you 
will remember them that arein bonds as bound 
with them. Many among the Slaves and oppressed 
Colored People of America are now looking to 
England for some token of her goodwill. Let us 
give it tothem at atime when it will excite the 
deepest gratitude on their part, and exert the 
greatest influence on the public opinion of the 
United States, both North and South. 

In America, at the present time, the real 
opinion of this country is grievously misunder- 
stood. There are many, in both sections of the 
Republic who imagine that we have departed 
from the faith of our fathers. The enemies of 
human freedom, aud of the pure religion of Christ, 


ot England. f 
to you who are the successors, and even, in man 


band of 


render now, 28 far as he may 
service to humanity w 








claimants to obtain the dues speedily, and they 


— ——— - —- 


exult in the belief that the spirit of Clarkson, of 
Wilberforce, and of Fowell Buxton, has become 
extinct in the breasts of their successors; that 
the immortal principles which were embodied in 
the Acts abolishing the Slave trade and‘ West- 
India Slavery have ceased to be dearto us as a 
nation. This should not be. To allow such an 
impression any longer to exist, to give color to it 
by a seeming apathy to the cause of the Negro, 
and to the traditions of an illustrious past, is to 
cast dishonor upon the character and the religion 
‘o you, then, we make our appeal ; 


instances, the colleagues and friends of that noble 
Ministers and Churches, to whose labors, 

far more than to those of statesmen or political 
arties, the abolition of Slavery in the British 
Bolonies must be attributed. We beg of you to 


ich you rendered in that required. Further particulars can be obtained at 


religious feeling in the way we have indicated, 
to hasten the day when Slavery and Caste shall 
cease to pollute the soil of America. 
Signed on behalf of the Committee, 

Winiiay Evans, Chairman. 

F. W. Cuesson, Secretury. 

At Lambeth an enthusiastic meeting was, held, 
to express sympathy with the Anti-Slavery Policy 
in America. There were about three thousand 
persons present. At a meeting of the Atlantic 
Telegraph Company, it was announced that 
£75,000 of the proposed capital of £600,- 
000, had been raised, and that the remaiuder 
would be disposed of in shares of £5 each. Paris 
regarded the latest news from Mexico as un 
favorable, and urgent “calls for reinforcements 
were being made. The Italian Parliament met 
on the 11th inst. Farini promises a liberal 
policy, and says: “We shall be careful to 
maintain alliance whilst preserving the indepen- 
dence of the country.” Garabaldi’s eldest son 
has fought a duel with Col. Pallavicini—the 
capturer of his father—in which he has received 
a serious, if not fatal, wound. Gen. Prim has 
made explanations regarding his course in the 
Mexican affair, before the Spanish Cortes. He 
expresses the opinion that the expedition cannot 
be successful, The King of Delhi, died on the 
llth of November. Horace Vernet is danger- 
ously ill. In England the cotton market was 
buoyant, and prices had advanced },d. a 2d. 
per pound. 
South America, via Ilayana—LBy way of 
Hiavana we have dates from Venezucia to Noy. 
22. ‘The insurgents of Maracaibo, having been 
defeated in several small engagements with the 
government troops, and the port of Maracaibo 
being efficiently blockaded, have manifested their 
desire for a revonciliation, which the government 
was disposed to grant. It has been decreed 
that seventy-five per cent. shall be paid oa the 
bills of the Venezuelan banks that were indorsed, 
and forty per cent, on those that were not. 
Fifty per cent. of the imports after February 
Ist, 1563, are to go to Messrs. Baring Bros. 
Pierre Soule is still at Havana. By the 
terms of his release he is not to go to New 
Orleans until the war is over, unless allowed by 
the government.—- World. 
Later from Europe.—The Etna hias pas- 
sed Cape Race, bringing four days later news 
from Kurope. The President's message is dis- 
cussed in British papers. The New-York 
steamer ‘Tuscarora, overhauled the British 
steamer Thistle, when leaving Madeira for 
Nassau. Mr. Slidell has had another interview 
with the Emperor Napoleon, and M M. Drouyn 
de Viluys and Persigny are said to favor the 
South. England offers, with consent of other 
European powers, to cede the Jonian islands to 
Greece. ‘The candidatures of the Duke of 
Leuchtenburg and of Prince Alfred, to the Greek 
Throne, have been withdrawn, and Prince Ferdi- 
nand, brother of the King of Portugal, declines 
becoming a candidate. 
Mexico—We have news from Mexico to 
Dec. 7, according to which Gen. Forey was 
preparing for an early advance on the City of 
Mexico. The head of Gen. Forey’s column is 
said to have occupied two important military 
positions commanding the road to Puebla. 
Miramon, as was to be expected, has also turned 
traitor, and warmly supports the French invasion. 
The inhabitants of Matamoras are said to have 
received the French troops cordially.—T7'rib. 





Advertisements. 


1000 AGENTS WANTED. 
GREAT BARGAINS !! 
W. FORSYTH & CO. 

18 John St. N.Y. 


Oller the following inducements to the purchasers of 


, , . — 7 
VALUABLE JEWELRY, 
Possessing unrivalled facilities for this method of sell- 
ing, we feel confident we can give entire satisfaction to 
all who patronize us. Weask one trial to satisfy the 
most incredulous that what we say is true, 
$50,000 Worth of Lockets, Vest Chains, 
Bracelets, &«,. 
To be sold for One Dollar each, without regard to value, 
and not to be paid for till you know what you are to 
receive, 
Look at the following List of Articles to be Sold 
for One Dollar Each. 
2.50) Vest and Neck Chains pews cceccce. 23d 00 tO10 00 cach 
0,00 Gold Band Bracelets,........ 0.0.06. 
3.000 “ . EATER RO 3.09 to 5 00 cach 
3.0.0 Cameo Broocl eR ......4 0 to 6 00 each 


..5 00 to 10 Ov each 





5.400 Mosaic and Jet Brooch ce cccevcceset OO to 6 CO vace. 
3.000 Lava and Florentine Brooches, ..4 (0to 6 0) each 
3,900 Cameo Ear Drop coskebecncevececede ie ee © OS Gite 
3,000 Laya an‘ Florentine Ear Drops,..... ...4 GOto 6 00 cach, 
3,000 Coral Kar Drops, ..............000e0e04 00 ta § 00 each 
6,000 Gents’ Breastpins............e0eee0---2 50 to § UO cach 
3,100 Watch Keys,.... 2... cecese- ..2 09 to 6 00 each 
2,509 Fob and Ribbon Slides,........... ..2 09 to 6 Od each 
2,500 Scts of Bosom Studs,........ cccsesecee 00 WOK ON ea 


2.500 Sieeve Buttons etgtwevttbaxeniact Oe eee Uae 
OD CO IR is ence conatence es ce edan 2 50 tod 00 each 
§,(0) Stone Set Rings,.........seecceeceessee 59 to 6 OO cacl 
5.0.0 Lockets,....... errr Fe 
119),000 Sets Ladies’ Jewelry ,.... cccccccecess § v8 to 10C0cact 
10,999 Gold Pens, the finest article made......400t» 5 00 each, 


Dollar Each, Certificates of all the various articles, 
stating what each one can have, will be placed in 
envelopes and sealed. These envelopes will be sent 


receipt of the Certificate, you will see what you can 
have, and then it is at your option to send one dollar 
and take the article or not. 
in all transactions by mail, we shall charge for 
forwarding the Certiiicates, paying postage, and doing 
the business, 25 cents each, which must be enclosed 
when the Certificate is sent for. Five Certificates will 
be sent for $1, eleven for $2, thirty for 55. sixty-five 
for 310 and one hundred for $15. Address 
W., FORSYTH & CO, 

Sox 4329. 


W. A. TAYWARD, 


MANUFACTURING JEWELLER, 


208 _ BROADWAY, 
Cor. Fulton St. New-York. 





A. L. ROBINSON, 


ATTORNEY AND COUNSELOR 
AT LAW, 


Evansville, Indiana. 


THE MOVEMENT CURE. 


In rvery Caronic Diskasa—a summary of its Prin- 
eiples, Processes, and Results. Thislittle book shows 
how disease can be cured ,without drugs. Every in 
valid should read it. Sen” on receipt of 15 cents. 

GEO. H. TAYLOR, M. D., 
67 West Thirty-eighth Street, New York. 





ee 





_ 


G.M. WILIPPLE & A. A. SMITH. 
BOOKSELLERS, STATIONERS, 
AND 
BLANK BOOK MANUFACTURERS. 
190 Kssex Street, Saicm, Mass. 
Subscription Circulating Library. Terms, $4 per year. 
Oo, M, Warr Le, of the late Firm of Heyry Wiaire.e & Sox 


A, A. Sirs, of the late Firm of H. P. Ives & A. A. SMITH 








FULTON HOTEL, 
144 FULTON STREET, 


ON THE EUROPEAN PLAN. 
ONE HUNDRED WELL-AIRED ROOMS, 
BRADLY & CO. 
Home Dining Room, 
111 AND 113 WILLIAM, 
COR. OF JOHN ST., NEW-YORK. 


Cotfee, Tea or Cocoa 3 Cts. Home made Pies. 
Joun 8, Savery, Ag’t. 


VWOTICE. 





vance to Wa. G. HAmILTon, 





HOUSE FOR SALE. 


Street. 


a 


HUUSE FUR SALE 





great struggle, and, by the 


expression of your office, —104 William Street. 





Allof the above List of Goods will be sold for} One | 


by mail, as ordered, without regard to choice. On | 


| Commission Merchant 
| 
| 


j COMMISSIONER FOR THE SEVERAL STATES, 


FEW DOORS EAST OF BROADWAY, NEW-YORK. , | 


MEATS OF VARIOUS KINDS, 10 Cts. pr. Plate | 


Arrangements have been made with the Publisher of | 
the.Principia, by which parties out of this city wishing | 
to take said paper by the week, can do so by sending 
post paid, the sum of sixteen cents for four weeks in ad- 


48 Beekman St. N.Y. 


In a pleasant village in New Hampshire, a house 
barn, wood-house and about an acre of land, will be sold 
very cheap to settle anestate. For further particulars 
inquire of the Publisher of the Prineipia, 104 William 


In the city of Cambridge, Mass., a pleasant house, 
slated roof, heated by furnace—and a pleasant residence 
for a small family. Avery small payment in cash will | 
be able,the same | >¢ required, and the balance can remain on mortgage if 


nn a — 
Castieton Seminary. 
CASTLETON, VT. 

THIS POPULAR AND LONG-ESTABLISHED INSTITU- 
lION HAS PASSED INTO THE CHARGE OF Miss 
Harrier Newer, Haskeit, or Waposoro, 
Marne. 

Miss Haskenn 18 A GRADUATE OF Mount 
Ho.yvoxe Femate Seminary, A LADY OF HIGH 
CULTURE, AN EARNEST CHRISTIAN, AND AN IN- 
STRUCTOR OF LARGE AND EMINENTLY SUCCESSFUL 
EXPERIENCR, 

R. M. Wricnr, A. M., a crapvats or Wi. 
LIAM3 CoLLEGE, AND WHO HAS BEEN FOR MANY 
YEARS AT THE HEAD OF A LARGE LITERARY INSTI- 
TUTION IN THE SOUTH, WILL BE ASSOCIATED WITH 
Miss HaskKELL, AND WILL HAVE ENTIRE CHARGE 
OF THE CLASSICAL DEPARTMENT. 

THe MUSICAL DEPARTMENT, BOTH INSTRUMENTAL 
AND VOCAL, WILL BE UNDER THE DIRECTION OF 
Miss Hooker, a puri, or Kretssman, Asa 
PIANIST AND AS A SINGER, SHE MAS ATTAINED 
RARE EXCELLENCE, AND AS A TEACHER HAS PROVED 
REMARKABLY succESSFUL. Mons. & M’me Com- 
METTE HAVE CHARGE OF THE Frencu Depart- 
MENT. 

YOUNG LADIES WILL BE ACCOMODATED WITH 
ROOMS AND BOARD IN THE SEMINARY, AND YOUNG 
MEN AT THE SAME House with Mr. Wricnt 
(NeaR THE Semmnary Park) AND UNDER HIS 
ESPECIAL CARE, FOR PARTICULARS OR A CATALOGUE 
AVIPLY TO 

Harriet N. Haske... 
or, R. M. Wricur. 
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PENSIONS. 
$100 BOUNTY, PAY & PRIZE MONEY 
PROCURED BY 
NETTLETON, GILBERT & CAMP. 
At their Law and Collection Office, 

NO. 111 BROADWAY, NEW-YORK. 

No charge made until the money is collected. Letters 
of inquiry answered without charge, 

We refer by permission, to 
Hlon. GuorGs Orpyvikn, Mayor of New York City. 

Hon. Cor’s Van Vorst, Mayor of Jersey City 
Maj. Gen. C. W. Sanprokp, Ist Div. N. ¥. 5. M 
Brig. Gen. Wiitsam Hater, ist Div. N. ¥. S. M 
Brig. Gen. Chas, B. Sricern, Ist Div. N. Y. 3. M 
Brig. Gen. CHARLES Yates, Ist Div. N.Y. 8. M. 
Brig. Gen. Jonw Ewns, It Div. N. ¥. 8. M 
Ciarun, Mettes & Co. New York 
Latnnev, Loppineron & Co. New York 
Isaac SeymMorr, President Bank of North America, N. Y. 
CHARLES JENKINS. President East River Bauk, N. ¥ 
Wituiam Curtis Noyes, Esq., New York, 
Davie Duprey Fit, Esq. New. York. 
Jamrs T. Brapy, Esq. New York. 
CHARLES NEPTLETON, ( EDWARD GI). BERT. 
Notary and Commissiomer for all the States. (| HENKY CAMP. 
From the New- York Tribune of Sept. lith. 

To SoLDIERS AND THEIR HEIRS.—The advertisement 
of Messrs. Neirterox, Ginpert & Camp in to-day’s 
7ribune will necessarily attract the atttention of ali 
those who have claims on the government for sol- 
diers’ bounty, pay or pensions. ‘The terms on which 
these gentlemen propose to prosecute and collect 
such claims are certainly moderate—remarkably eo 
—while their integrity and responsibility is vouch- 
ed for by our Mayor and several of our leading brok- 
ers, merchants and lawyers. Believing them to be 
upright and capable, we commend them to public 
contidence and patronage. 

From the New York Daily Times of Sept. 17. 

Pay or Sotpiers’ Arrears.— Very many thousands 
of our soldiers and their families will be interested 
in the notice published in another column,of Messrs, 
Nerrieton, Gitpert & Camp, a respectable law firm 
of this city, who offer to make collections of pay, 
bounties, pensions, &c_, due to soldiers, at greatly 
reduced rates. Soldiers are very frequently subjected 
to the most outrageous impositions in this matter, 
which is deemed to be one of such general interest 
that a Benevolent Association has been formed in 
Chicago for the express purpose of making these 
collections for the lowest porsible compensation. 
The rates they have established are precisely those 
fixed by Messrs. N., G. & C. 

From the Irish American of Oct. 4th. 

Messrs. Nerrseron, Gisuert & Camp, 111 Broad- 
way devote their attention to the obtaining of the 
pay and pensions of soldiers and sailors, or their rel- 
atives who may have such claims against the gov- 
ernment. The low rate of fees which they charge is 
one of the noticeable feature of their card. Parties 
having valid demands on the government have too 
frequently been mulct of the greater part of the pro- 
ceeds, under pretence of prosecuting claims which 
needed only presentation. So glaring had these inm- 
positions become, that a Benevolent Association has 
been formed in Chicago for the express purpose of 
making these collectious for the lowest possible com- 
pensation. The rates they have established are pre- 
cisely those fixed by Messrs. Nerriueron, Giipert & 
Camp. 

From the Newark Daily Advertiser of Sept, 22d. 

‘Tne Pay or Soupiers, both bounty “and pensions, 
has become so extensive and even complicated, that 
it is a welcome agency which secures it for these 
men promptly,and discharges the duty faithfully. 
Messrs. NerrLeton, Gitpert & Camp, of New York, 
are entitled to unlimited contidence in their business. 
From the Indepe ndent of Thursday, Sept. 18th, 1862. 

Thousands of our soldiers and their families in ev- 
ry part of the country are now seeking a reliable 
channel through which they can collect bounties, 
pensions, ete., from the government. All such are 
referred to Messrs. Nerrietoy, Gruvert, & Camp, Lil 
Broadway, New York, a law firm worthy of entire 
confidence. 

Irom the Christian Advocate and Journal of Oct, 2d. 

‘To Souprers anv THEIR Herns.—The advertisement 
of Messrs. Nerrieron, Ginuert & Camp will necessa- 


| rily attract the attention of all those who have 


claims on the government for soldiers bounty, pay 
or pensions. ‘lbe terms on which these gentlemen 


| propose to prosecute and collect such claims, are 


certainly moderate, the same as those of the Chicago 

Senevolent Society, while their integrity and re- 
sponsibility are vouched for by our Mayor and sev- 
eral of our leading brokers, merchants and lawyers. 
Believing them to be upright and capable, we com- 
mend them to public coutidence and patronage. 


From the Ne w Yorke r Democrat, [German Paper. | of 
Sept. 25th, 1862. 

One of the first and best law firms, Messrs. Ner- 

TLrron, Gitpert & Camp, recommended by the most 

respectable business men of this city, make it their 


| business to collect pensions, bounty and pay for sol- 
| diers, sailors and their heirs. Those who cesire to 


employ these gentlemen, may rest assured that they 


| will be treated well and punctually, and at a small 


expense. We recommend these gentlemen with full 


confidence, and wish that many of our countrymen 
would engage their services. As soon as their claims 
| are collected, they will be paid without delay, 


| From the New Yorker Staats Zeitung, | German pa- 


ye r,| of Seplember 23d. 1se2. 
Back Pay or Discuarcep or Kiitep Soiprers.— 
Mesers. Nerrieron, Gutnert & Camr, who have an 


office in this city, offer their services for the collec- 
tion of back pay, bounty, pensions, &c. Soldiers or 
their relatives are too often overcharged, so that it 
is well to know that acknowledged reliable men of 
business take charge of such matters at a small ex- 


penee. _— _ — 
WM. T. DAWLEY, 
FOR THE SALE OF 


DOMESTIC COTTON GOODS, 


42 Cortlandt St., up stairs, New-York. 


Sheetings ; Shirtings ; Ticks ; Drills ; Stripes; Denims ; 
Grain Bags; colored and white Carpet Warps; Patent 
and common Twine, in bundles and barrels; Batts; 
Wicks: Waddings; Yarn; Cotton Flannel; Burlaps ; 

| Wool Twine; Fluid, Coal Oil and Camphene Wicks, 


| &e., &e. 


| SAM L. HARRIS, 
COUNSELOR AT LAW. 





AND NOTARY PUBLIC. 


No. 79 Cedar Street, New-York. 





F. D. RICHARDSON & CO, 
| Real Estate Brokers 
AND COMMISSION AGENTS, 


Nos. 82 and 84 Nassau Street, 
* Pas 
| LAW BUILDINGS, NEW-YORK. 
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State, California, Canada, England, France 


_ 








PILES. 


| ‘Thousands are certifying to it, (see Circulars) 


For sale by R. Bruxkernorr, 112 William St 


Artanxtic Dock, Brooktyn, Feb 2, 1862. 


cured. Henry Ester. 


| to be published, 


New York November 21, 1862. 
135 West 12th street. 





can wear my usual size shoe or boot. 


Yours truly, 


if you wish, 
You can publish this if y Canvot Hosen. 


| PAGE'S “ BALM FOR THE AFFLICTED" —A 
| certain cure for the Piles, by external application. 


m-. Page. Dear Sir.—I have been a great suflerer 
for the last twenty years of a disease called the piles. 
I have tried many remedies and many prescriptions, 
and all have been a failure. I have purchased two 


GEO. M. TRACY’S 


gt 


IMPROVED FRENCH YOKE 


Perfect Fitting Shirt Manufactory, 
N 


0. 95 William St., N. ; = directly opposite 
Platt Street, 


FINE SHIRTS MADE TO ORDER FROM MEASURE AND 
A PERFECT FIT WARRANTED, 


A LARGE ASSORTMENT OF WaRy UNDER GAR- 


MENTS, SUCH As, 


SHAKER KNIT UNDER SHIRTS AND DRAWERS,% 
SHAKER FLANNEL Do. Do. 
SCARLET FLANNEL UNDER SHIRTS AND DRAWERS, 


FOR RHEUMATICS, 


HEAVY SILK UNDER SHIRTS AND DRAWERS, 


CANTON FLANNEL DO, Do, 
ENGLISH MERENO UNDER SHIRTS AND DRAWER 3, 
Do. LAMBS WOOL DO. DO. 


FINE SHIRTS READY MADE, SUPERIOR SCARFS AND 
LINEN COLLARS, FOUR PLY TIES, 
FINE KID GLOVES, 


M’CLELLAN SCARFS, 
SATIN AND SILK STOCKS, 
SUSPENDERS, 


DO. BEAVER DO, 
DO. CASSIMERE DO, 


SILK GLOVES,PLUSH LINED HOSIERY OF ALL KINDS, 
CLOTH DO. DO. DO, CARDIGAN JACKETS, 
RINGWOOD GLOV ES, 
LARGE ASSORTMENT, 
LOW PRICES, 


GINGHAM UMBRELLAS, 

FLANNEL TRAVELLING 
SHINES, 

Gro. M. Tracy, Ac’t. 

No. 95 William St. 


STORMS & FERRIS, 
S@iihl DEALERS, 
185 WASHINGTON STREET, 


NEW-YORK, 
Pure Saltpetre, Crude and Refined, for Packers’ use. 


a 


PARSONS & JOHNSON, 
Commission Merchants, 
AND SOLE AGENTS FOR 
EMERY’S NAVAL VARNISII, 
101 and 103 Beekman Street, 


L. 8. PARSONS, } NEW-VORK, 
J. L. JOHNSON, § 
aa The U.S. Burean of Construction, aft 


. q ter subjectin 
Emery’s Naval Varnish to the most thorough tests.have 
decided its superiority over any other in use, and have 
adopted it in all the Government Yards, for Sh ps’ bot 
toms, upper works, yards and iron work of every de- 
scription, . 


G00 O00 MALE or FEMALE AGENTS 
’ TO SELL 
LLOYD’S NEW STEEL PLATE COUNTY COLORED 
MAP OF THE UNITED STATES, 
CANADAS, AND NEW BRUNSWICK, 
From recent surveys, completed Aug. 10, 1862; 
$20,000 to engrave it and one year’s time. 
Superior to any $10 map ever made by Colton or Miteh- 
ell, and sells at the low price of fifty cents: 370,000 
haumes are engraved on this map. 
It is not only a county map, but it is also a 
COUNTY AND RAILROAD MAP, 


cost 


of the United States and Canadas combined in one, giv 
mg 


EVERY RAILROAD STATION 
and distances between. 
Guarantee any woman or man #3 to $5 per day, and 
will take back all maps that cannot be sold and refund 


the money. 


Send for 1 worth to try. 
Printed instructions how to canvas well, furnished all 


our agents. 


Wanted—Wholesale Agents for o Maps in every 


and Cuba 
t! capital. Wo 
t J.T.LLOYD, 164 Broadway,New York. 
The War Departinent uses our Map of Virginia, Mary 


A fortune made with a few hundred dolla) 
Competition, 


lond and Pennsylvania, cost 100,000, on which is mark 


ed Antietam Creek, Sharpsburg, Maryland Hights, Wil 
liamsport Ferry, Rhorersville, Noland’s 


Ford, and all 
others onthe Potomac, and every other place in Mary 
land, Virginia, aud Pennsylvania, or money refunded. 


LLOYD'S 
TOPOGRAPHICAL MAP OF KENTUCKY, 
OHIO, IMDIANA, aNd ILLINOIS, 
is the only authority for Gen. Buell and the War Depart 
ment. Money refunded to any one finding an error wu it 
Price 50 cents. : 
From the Tribune, Ang. 2. 
** Lloyd’s Map of Virginia, Maryland, and Pennsylvan- 
ia.—This Map is very large ; its cost is but 25 cents, and 
ts (he beat which can be purchase ad.” 
LLOYD'S GREAT MAP OF THE MISSISSIPPI RI¥I R, 
From Actnal Surveys by Capts. Bart and Wm, Bowen 
Mississippi River Pilots, of St. Louis, Mo., shows every 
man's plantation and owner's name trom St. Louis to the 
Gulf of Mexico—1,550 miles—every sand-bar, island, 
town, landing, and all places 20 miles back from the 
river—colored in counties and States. Vrice, #1 in 
sheets. 32, pocket form, and $2.50 onlinen, with rol ers 
teady Sept. 20. 
Navy Deprartwent, WAsninaron, Sent 
J. T. Luoyp—Sir: 


< Send me your Map of ¢ | » 
sippi River, with price per hundred copics. Rear-Ad 
miral Charles H. Davis, commanding the M 


. iSSissi}) pl 
squadron, is authorized to purchase as many as are 1m 
quired ior that squadron. 

GIDEON WELLES, Secretary of the Navy. 


ie nd NEW 7-OCTAVE PIANOS IN ROsb- 
Pn) | oo) wood cases, iron frames, and over-sirung 
bass for $150; do., with mouldings S160; do., with 
carved legs and inlaid name board $175, $185, end 
$200: do., with pearl keys $225, $250, and $500; 
new 64-octave, $135. ‘The above Vianos are the 
greatest bargainsin the city. Second hand Pianos 
at $25, $40, $50, $60, $75, and $100. New MELO. 
DEONS at extremely low prices. New and second- 
hand Pianos and Melodeons to LET, at $2 and up 
wards per mouth ; rent allowed if purchased ; month 
ly payments received for the same. Foreign sheet 
MUSIC at 2 cents per page. All kinds of music mer 
chandise at war prices. A pianist in attendance to 
try new music. HORACE WATELS, Agent, No. 
481 Broadway. 





YOUR CUSTOM SOLICITED, 
FRANCIS & LOUTREL, 
STATIONERS & STEAM PRINTERS, 

No. 45 Maiden Lane. 

We Supply Everything in our line for Busines, 
Professional, and Vrivate use, execute all styles of 
Printing, Lithographic and Book-binding at the lowes 
rates, Blank books, Writing Papers and Stationery of ev 
ery kind—Diaries for 1865, Photographic Albums, 
Scrap Books, Portfolios, Expense Books, Wash Bcoks, 
Gold Pens, Croton Inks, Chessmen, Note Papers, 
and Envelopes, also Mourning laper, &c., & 
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Che Principia 
= Is a Weekly Newspaper, published at 104 William 
street New-York, for the 

PRINCIPIA ASSOCIATION, 
This Association is composed of gentlemen of 
wealth and influence, in the principal states of the 
Union, and is organized according to law. 

The paper is owned by the Association aud under 
the entire control of the Trustees namedjin the 
act of_incorporation, viz. 

Joseru W. ALDEN, 

Rev. Wa. Goopg.t, 

Rev. Geo. B, Curever, D.D. 
} ft is edited by Rev. WitttAM Goopett and Rev. Gro, 
B. Curever, D. D. and published by Joszru W.ALpsN 
for the corporation, 

Its columns willbe enriched by able correspon- 

dents, and occasional writers, all of whom will be 
guided by the way-marks in the following: 


PROSPECTUS. 

Our object, by this publication, is to_premote pure religion, 
sound morals,Christian reforms ; the abolition of slaveholding, 
caste, the rum-tratfiic, and kindred crimes—the application of 
Christian principles to all the relations, duties, business arrange- 
ments, and aims of life ;—to the individual, the family,the 
Church, the State, the Nation—to the work of converting the 
world to God, restoring the common brotherhood of man, and 
rendering Society thetype of heaven. Our text book is the 
Bible ; our standard, the Divine law ; our expediency, obedi- 
ence;,our plan, the Gorpel ; our trust, the Divine promises ; 

our panoply, the whole armor of God, 


Any Post Masrer who will obtain (wo dollars for a 
new subscriber, may retain fi/ty-cen/s of the same 
for his commission. 


ANY PRESENT SUBSCRIBER Who will act as agent for the 
Principia, and canvass his or her city or town 
thoroughly, may retain one dollar for commicsions, 
for each and every new subscriber paying two 
dollars in ‘advance. 

Postace.—The postage on the Principia is (wenty-str 
cents, per aunum, out of the State—and thirteen 
centa within. F 

g@° All papers will be forwarded, until an explicit 
order for a discontinuance is received; and whether 
taken by the subscriber or not from the place where 
they are ordered to be sent, he will be held account- 
able for payment until he orders a discontinuance, 
AND PAYS UP ALL THAT IS DUB. 

LIABILITIES OF THOSE WHO TAKE Pertopicars.—The 
law declares that any person to whom a Newspaper 
is sent, is responsible for payment, if he receives the 
paper or makes use of it, evenif he has never sub- 
scribed for it, or has ordered it to be stopped. His 
duty in such a case is not to take the paper from the 





| pottles of your balm or Pile Oil and I am entirely 


Many other communications received, too long 


Dr. Page, Dear Sir twelve years ago my feet were 
frozen 80 bad that when my stockings were taken off 
portions of the flesh came with them, since that time 
they have been tender and painful and unable to 
wear a tight shoe or boot. I have madea few appli- 
cations of your “‘Balm for the afflicted” which has 
relieyed me of the tenderness and pain, and I now 
I would not 


this | tke twenty-five dollars for the bottle of medicine. 


office or person with whom the paper is left, but to 
notify the Publisher that he does not wish for it, 

If papers are sent to a post-oflice, store, tavern, or 
other place of deposit, and are not taken by the 
person to whom they are sent, the post-master, 
express-agent, store, OF tavern-keeper, is responsible 
for the payment, until he returns the paper, or gives 
notice to the Publisher that they are lying dead in 
the office. 

§@" Post Masters and others wishing to stop a paper, 
or change its direction, BHOULD Bk PARTICULAR To GIVB 
THE NAME OF THE POST-OFFICE TO WHICH IT HAS PRE: 
VIOUSLY BEEN SENT; Otherwise it cannot be attended 
to. 
Monies in 


yment for the paper, may be sent by 
mail at our 


if addressed to the Publisher. 
J. W. Awpzy, 





| = Box 4881, New-York, 


